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PILOT AND COPILOT CONSftLE 






ELECTRONIC HARNESSES SEE 22-31001 




- 1.1 

22-31891 

. HARNESS ASSEMBLY. AUDIO JACK BOX TO 

1 


1 



PILOT AUDIO SELECTOR PANEL 





D024052—0001 

. . PLATE, CONVAIR 92-63502-003 -V7146B- 

1 


1 


36151 

• • TERMINAL* CONVAIR 98-90B05-001 -V89110- 

1 


3 


36157 

. . TERMINAL. CONVAIR 98-90805-008 -V89110- 

1 


1 


320567 

. . TERMINAL. CONVAIR 98-90805-015 -VB9110- 

1 


6 


3205B0 

. . TERMINAL, CONVAIR 98-90814-001 -V89I10- 

1 


34 

- 2 

22-31893 
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1 
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1 


1 


36153 
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1 


5 


320559 
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1 
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1 


1 

- 4 

22-31895-801 

. HARNESS ASSEMBLY* PILOT CONSOLE AUDIO 

1 


1 



SPLICE TO PILOT MIKE AND HEADSET JACK 





SCI A 

„ . JACK, CONVAIR 95-18504-005 -V37942- 

1 


1 


SCA2B 

. . JACK, CONVAIR 95-18504-008 -V37942- 

1 


1 


XLR4-31 

. . RECEPTACLE, CONVAIR 92-50287-001 -V71468- 

1 


1 


Feb. 10/62 
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CONVAIR SEEK 


ELECTRONIC HARNESSES 
FLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 




11D4M OtOOlA 


Feb. 10/62 
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PILOT AND COPITOT FWD PEDESTAL 
ELECTRONIC HARNESSES 
FIGURE 2 

























EIECTRONIC HARNESSES 
FLIGHT COMPARTMENT 


CONVAIR 8S 


ILLUSTRATED PARTS CATALOG 



S' 







USAGE 

UNITS 

PER 

FIGURE 

PART NUMBER 



CODE 

AND 


NOMENCLATURE 



INDEX NO. 


1 

2 3 4 5 6 

FROM 

TO 

ASSEMBLY 

2 


pilot And t6i>iL6t FwO pedestal electronic 







HARNESSES SEE 22-51001 

1 


1 

- 6 

22-31806 

• 

HARNESS ASSEMBLY. SHELF A TO RADAR 





INDICATOR 





029850-0015 


. INSERT, CONVAIR 95-02201-006 -V71468- 

1 


1 


020745-0008 


. SHIELD, CONVAIR 98-03501-008 -V7146B- 

1 


1 

1 

1 

1 


FK37-2IC9-16 


- PLUG, CONVAIR 92-40319-001 -V71460- 

1 



22-32537-11 


. DECAL 

1 


- 7 

22-31807 


HARNESS ASSEMBLY, SHELF A TO RADAR 

1 





INDICATOR VIOEO 



1 

1 


UG260B-U 


. PLUG, CONVAIR 92-47001-004 

1 


- 8 

22-31808 


harness assembly, shelf a to 

1 





RADAR INDICATOR RANGE MIKES 





UG260B-U 


- PLUG, CONVAIR 92-47001-004 

1 


2 

1 

- 9 

22-31809 


HARNESS ASSEMBLY, SHELF A TO 

1 





RADAR CONTROL PANEL 



1 


029850-0015 


. INSERT, CONVAIR 95-02201-006 -V71468- 

1 



031*993-0001 


. PLATE, CONVAIR 98-02505-001 -V71468- 

1 


1 

1 

l 

1 


020745-0008 


. SHIELD, CONVAIR 98-03501-000 -V71468- 

1 



0024050-0022 


. PLATE, CONVAIR 92-50277-003 -V71468- 

1 



36151 


. TERMINAL, CONVAIR 98-90005-001 -V00779- 

1 



22-32537-11 


* DECAL 

1 


1 

1 

- 10 

22-31849 


HARNESS ASSEMBLY, ADF CONTROL 

1 





PANEL 1 TO SHELF 8 



1 

1 

1 


0024199-0002 


. PLATE, CONVAIR 92-50277-005 -V71468- 

1 



029850-0002 


. INSERT, CONVAIR 95-02201-001 -V71468- 

1 



020745-0000 


* SHIELO, CONVAIR 98-03501-000 -V71468- 

1 



36151 


• TERMINAL, CONVAIR 90-90805-001 -V00779- 

1 


2 

1 

1 

- 11 

22-32537-15 

22-31889 


. DECAL 

HARNESS ASSEMBLY, SHELF C TO SELECTIVE 

1 

1 



CALL CONTROL PANEL 





034993-0001 


* PLATE, CONVAIR 98-02505-001 -V71468- 

1 


1 


029050-0014 


. INSERT, CONVAIR 95-02201-005 -V71468- 

1 


1 

1 


020745-0000 


. SHIELD, CONVAIR 98-03501-000 -V7146B- 

1 



0024050-0001 


• PLATE, CONVAIR 92-50277-001 -V7146B- 

1 


1 


36151 


. TERMINAL, CONVAIR 90-90005-001 -V0911O- 

1 


1 

1 

1 


22-32537-27 


„ DECAL 

1 


- 12 

22-31922 


HARNESS ASSEMBLY, SHELF D TO HP 1 

1 





COMMUNICATION CONTROL PANEL 





029050-0002 


* INSERT, CONVAIR 95-02201-001 -V71468- 

1 


l 


034993-0001 


. PLATE, CONVAIR 98-02505-001 -V71468- 

1 


1 


020745-0000 


. SHIELD, CONVAIR 90-03501-000 -V7146B- 

1 


1 

1 


D024051-0001 


. PLATE, CONVAIR 92-63502-002 -V71468- 

1 



36151 


. TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


1 

1 

1 


22-32537-35 


. DECAL 

1 


- 13 

22-31923 


HARNESS ASSEMBLY, SHELF D TO HF 2 

1 




COMMUNICATION CONTROL PANEL 





029B50-Q002 


- INSERT, CONVAIR 95-02201-001 -V71468- 

1 


1 

1 

1 

1 


020745-0000 


- SHIELD, CONVAIR 98-03501-000 -V71468- 

1 



22-32537-35 


. DECAL 

1 


- 14 

22-31970 


HARNESS ASSEMBLY, SHELF E TO 

1 





ADF CONTROL PANEL 2 



1 

1 

1 


029850-0002 


. INSERT, CONVAIR 95-02201-001 -V71468- 

1 



020745-0000 


„ SHIELO, CONVAIR 98-03501-000 -V71460- 

1 



D024199-0002 


• PLATE, CONVAIR 92-50277-005 -V71468- 

1 



36151 


• TERMINAL, CONVAIR 98-90B05-001 -V00779- 

1 


2 

1 


22-32537-43 


. DECAL 

1 
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PILOT AND COPILOT 
PEDESTAL ELECTRONIC HARNESSES 
FIGURE 3 





















ELECTRONIC HARNESSES 
FLIGHT COMPARTMENT 


CONVAIR 8S 


ILLUSTRATED PARTS CATALOG 




FIGURE 

AND 

INDEX NO. 


PART NUMBER 


NOMENCLATURE 


1 2 3 4 5 6 


USAGE 

CODE 


FROM TO 


UNITS 

PER 

ASSEMBLY 


- 15 


22-31312 
960 f 
320559 


PILOT AND COPILOT PEDESTAL 

ELECTRONIC HARNESSES SEE 22-31001 
. HARNESS ASSEMBLY, PUBLIC ADDRESS SPLICE 
TO PILOT HANDSET HOLDER 

• . HOLDER, HANDSET CONVAIR 9*4-69004-001 

-VB2B72- 

* . SPLICE, CONVAIR 9H-34Q01-003 -VQ0779- 


Feb. 10/62 
Ol 
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c 



c 



c 


c 


CONVAIR 8S 


ELECTRONIC HARNESSES 
FLIGHT COMPARTMENT 



Feb. 6/6l 
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FLIGHT ENGINEER STATION ELECTRONIC HARNESSES 

FIGURE U 



































ELECTRONIC HARNESSES 
FLIGHT COMPARTMENT 


CON V AIR 88] 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

4 


FLIGHT ENGINfcdR STATION 






ELECTRONIC HARNESSES SEE 22-31001 




- 23 

22-31881-801 

* HARNESS ASSEMBLY* AUDIO JACK BOX 

1 


1 



TO PILOT AND COPILOT SPEAKERS 





361 hi 

* . TERMINAL* CONVAIR 98-90805-008 -V89110- 

1 


1 


320580 

. . TfcRMINAL, CONVAIR 90-90814-001 -V89I10- 

1 


4 

- 24 

22-32742-801 

. HARNESS ASStHOLV, FLIGHT ENGINEER AUDIO 

1 


1 



SPLICE TO MIKE AND HEADSET JACK 





SC 1A 

. . JACK, CONVAIR 95-18504-005 -V37942- 

1 


1 


SCA2B 

. . JACK, CONVAIR 95-18504-008 -V37942- 

1 


1 


XLR4-31 

. . RECEPTACLE, CONVAIR 92-50287-001 -V7146H- 

1 


1 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


? 


320059 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


3 


323975 

• . SPLICE* CONVAIR 98-34009-003 -V00779- 

1 


4 

- 25 

22-32912 

. HARNESS ASSEMBLY, AUDIO JACK BOX TO 

1 


1 



FLIGHT ENGINEER AUDIO SELECTOR PANEL 





0024052-0001 

. . PLATE, CONVAIR 92-63502-003 -V71468- 

1 


1 


36151 

. * TERMINAL, CONVAIR 98-90805-001 -V89110- 

1 


2 


320567 

. , TERMINAL, CONVAIR 98-90805-015 -V89110- 

1 


6 


320500 

. . TERMINAL, CONVAIR 98-90814-001 -VB9110- 

1 


30 

- 26 

22-32743 

. HARNESS ASSEMBLY, FLIGHT ENGINEER 

1 


1 



AUDIO SPLICE TO MIKE JACK 





SCA2H 

. . JACK, CONVAIR 95-10504-008 -V37942- 

1 


1 


XLR4-31 

. . RECEPTACLE, CONVAIR 92-50287-001 -V71468- 

1 


1 

- 27 

22-32916 

• HARNESS ASSEMBLY, FLIGHT ENGINEER AUDIO 

1 


1 



SELECTOR PANEL TO MIKE SELECTOR PANEL 





XMRE34SC2A300 

. • PLUG, CONVAIR 92-50145-008 -V81312- 

1 


1 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


4 


320559 

. . SPLICE* CONVAIR 98-34001-001 -V00779- 

1 


9 


36151 

• • TERMINAL, CONVAIR 98-90805-001 -V89110- 

1 


1 


36153 

• . TERMINAL, CONVAIR 98-90B05-003 -V89110- 

1 


1 


Feb. 10/62 
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C O N V A I R 



ELECTRONIC HARNESSES 
FLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 



33 04 9 J O I 006 A 


Feb. 6/6l 
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CIRCUIT BREAKER PANEL ELECTRONIC HARNESSES RH 

FIGURE 5 















































































ELECTRONIC HARNESSES 
FLIGHT COMPARTMENT 


CONVAIR 8S] 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

5 


CIRCUIT BREAKER PANEL RH 






ELECTRONIC HARNESSES SEE 22-31001 




- 26 

22-32752 

. HARNESS ASSEMBLY, RELAY PANEL TO 

A 


1 



CIRCUIT BREAKER PANEL 





22-32752-B01 

. HARNESS ASSEMBLY* RELAY PANEL 

5 

6 

1 



TO CIRCUIT BREAKER PANEL 





320570 

* . SPLICE, CONVAIR 9B-340Q1-002 -V00779- 

1 


2 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V89110- 

1 


15 


320571 

* * TERMINAL, CONVAIR 96-90805-005 -V0911O- 

1 


4 


36161 

• . TERMINAL, CONVAIR 90-90605-016 -V0911O- 

A 


69 


36161 

. . TERMINAL, CONVAIR 98-90805-016 -V89110- 

5 

6 

71 


320569 

. . TERMINAL, CONVAIR 90-90005-017 -V0911O- 

1 


7 


A36153 

. . TERMINAL, CONVAIR 98-90805-033 -V89I10- 

1 


9 

- 29 

22-32612 

. HARNESS ASSEMBLY, SHELF A TO 

1 


1 



CIRCUIT BREAKER PANEL 





029650-0002 

* * INSERT, CONVAIR 95-02201-001 -V71460- 

1 


1 


034993-0001 

. . PLATE, CONVAIR 98-02505-001 -V7146B- 

1 


1 


020745-0000 

• . SHIELD, CONVAIR 90-03501-000 -V71468- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V89110- 

1 


6 


22-32537-9 

. . DECAL 

1 


1 

- 30 

22-32865 

* HARNES5 ASSEMBLY, SHELF B TO 

1 


1 



CIRCUIT BREAKER PANEL 





034993-0001 

* - PLATE, CONVAIR 98-02505-001 -V71468- 

1 


1 


029049-0013 

. . INSERT, CONVAIR 95-02202-004 -V7I468- 

1 


1 


020745-0008 

. - SHIELD, CONVAIR 96-03501-008 -V71468- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V89110- 

1 


14 


22-32537-23 

* - DECAL 

1 


1 

- 31 

22-32905 

. HARNESS ASSEMBLY, SHELF C TO 

1 


1 



CIRCUIT BREAKER PANEL 





029849-0013 

. . INSERT, CONVAIR 95-02202-004 -V71466- 

1 


1 


020745-0000 

. . SHIELD, CONVAIR 98-03501-008 -V7146B- 

1 


1 


36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V89110- 

1 


16 


22-32537-27 

. . DECAL 

1 


1 



A AIRPLANES 1 THRU 4, 7 AND ON 
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ELECTRONIC HARNESSES 
FLIGHT COMPARTMENT 


CONVAIR 88 


ILLUSTRATED PARTS CATALOG 




FIGURE 

AND 

INDEX NO. 


PART NUMBER 


NOMENCLATURE 


Pwb STg dhs PESS S T A T ION Rh 


USAGE 

CODE 


FROM TO 


UMITS 

PER 

ASSEMBLY 


- 41 


- 42 


22-32830 


RF0349 

UGU85U 

UG573A-U 

22-33965-801 

UG212C-U 

RF0349 

UG1213U 

UG710A-U 


ELECTRONIC HARNESSES SEE 22-31001 
HARNESS ASSEMBLY, VHF COMMUNICATION 
ANTENNA 3 TO VHF COMMUNICATION 
RECEIVER ANTENNA JACK 1 
. CAP, CONVAIR 92-74210-001 -V94375- 
. PLUG, CONVAIR 92-47003-005 -V81350- 
. PLUG, CONVAIR 92-47008-002 -V81350- 
HARNESS ASSEMBLY, DMET 

RECEIVER 2 TO DMET ANTENNA 
. ADAPTER, CONVAIR 92-04312-001 -V81350- 
. CAP, CONVAIR 92-74210-001 -V94375- 
. CONNECTOR, CONVAIR 92-47004-004 -VB1350- 
. CONNECTOR, CONVAIR 92-47008-003 -VB1350- 


June 12/64 
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CONVAIR 6S] 


ELECTRONIC HARNESSES 
FLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 



«j(u V3.0t.00t 


c 

Feb. 6/6l 
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FWD STEWARDESS STATION AND 
COAT CLOSET ELECTRONIC HARNESSES 
FIGURE 7 



























































c- 






CONVAIR 88 


ELECTRONIC HARNESSES 
FLIGHT COMPARTMENT 



Feb. 6/6l 
A 
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FWD STEWARDESS STATION ELECTRONIC HARNESSES RH 

FIGURE 6 
































ELECTRONIC HARNESSES 
FLIGHT COMPARTMENT 


CONVAIR Q©J 


ILLUSTRATED PARTS CATALOG 




FIGURE 

AND 

INDEX NO. 
7 


- 44 


- 45 


PART NUMBER 


NOMENCLATURE 


22-33860-001 

PT06E1B-32S 

320559 

36151 

36157 

320500 

22-33803 

9607 


1 2 3 4 5 6 _ 

FWD STEWARDESS STATION AND COAT CLOSET 
ELECTRONIC HARNESSES SEE 22-31001 
. HARNESS ASSEMBLY. AUDIO JACK BOX TO FWD 
STEWARDESS PUBLIC ADDRESS CONTROL PANEL 
. . PLUG, CONVAIR 92-40325-001 -VG6B40- 
. . SPLICE, CONVAIR 98-34001-003 -V00779- 
• - TERMINAL, CONVAIR 90-90905-001 -V89110- 
. • TERMINAL, OONVAIR 90-90805-000 -V89110- 
. . TERMINAL, CONVAIR 98-90814-001 -V89110- 
. HARNESS ASSEMBLY, FWD STEWARDESS HANDSET 
SWITCH TO STEWARDESS SPLICE 
. . HOLDER, CONVAIR 94-69004-001 -V62872- 


U5AGE 

CODE 


FROM 


TO 


UNITS 

PER 

ASSEMBLY 


1 


1 


1 

10 

2 

2 

28 

1 


1 


1 


' Feb . 10/62 
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CONVAIR SS] 


ELECTRONIC HARNESSES 
FLIGHT COMPARTMENT 



Feb. 6/6l 
A 
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FWD STEWARDESS STATION 
FOLDING SEAT ELECTRONIC HARNESSES 
FIGURE 8 


























ELECTRONIC HARNESSES 
FLIGHT COMPARTMENT 


CONV AIR 8S 


ILLUSTRATED PARTS CATALOG 




FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

8 

- 46 

22-33804-001 

FWD STEWARDESS STATION FOLDING SEAT 

ELECTRONIC HARNESSES SEE 22-31001 
* HARNESS ASSEMBLY# FWD STEWARDESS HANDSET 

1 


1 


95-25 

JACK TO FWD STEWARDESS HANDSET SPLICE 
. . JACK, CONVAIR 95-18504-007 -V8I812- 

1 


1 


Feb. 10/62 
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c 


c 


ELECTRONIC HARNESSES 
CABIN 


CONVAIR 8S 


ILLUSTRATED PARTS CATALOG 


SECTION V 
Chapter 93 

ELECTRONIC HARNESSES 


CABIN ELECTRONIC HARNESSES 


Feb. 6/6l 
A 


93-2 

Page 1 




CONVAIR 



ILLUSTRATED PARTS CATALOG 


ELECTRONIC HARNESSES 
CABIN 



93-2 HATRACK SPEAKER ELECTRONIC HARNESSES STA 432 TO 697 Feb. 6 / 6 1 

Page 2 FIGURE 1 A 

































ELECTRONIC HARNESSES 
CABIN 


CON V AIR RR 


ILLUSTRATED PARTS CATALOG 


FIGURE 




USAGE 

UNITS 

PER 

AND 

PART NUMBER 


NOMENCLATURE 

CODE 




INDEX NO. 


1 

2 3 4 5 6 

FROM 

TO 

ASSEMBLY 

2 


HATRACK SPEAKER ELEC IKON 1C HARNESSES 







STA 659 TO 888 SEE 22-33001 




- 60 

22-33894-801 

• 

HARNESS ASSEMBLY* AIR CONDITIONING 

1 


1 




COMPRESSOR LH TO HATRACK SPEAKER 

STA 659 LH 





36151 

. 

. TERMINAL# CONVAIR 90-90805-001 -V89110- 

1 


2 


36167 

. 

- TERMINAL, CONVAIR 98-90805-008 -V89110- 

1 


1 

- 61 

22-33750 


HARNESS ASSEMBLY* HYDRAULIC COMPARTMENT 

1 

2 

1 




DISCONNECT TO AOF 1 SENSE ANTENNA 

DISCONNECT 





22-33750-803 

* 

HARNESS ASSEMBLY. HYDRAULIC COMPARTMENT 

3 


1 




DISCONNECT TO ADF 1 SENSE ANTENNA 

DISCONNECT 





22-33750-801 

• 

HARNESS ASSEMBLY* HYDRAULIC COMPARTMENT 

1 

2 

1 




DISCONNECT TO ADF 2 SENSE ANTENNA 

DISCONNECT 





22-33750-B05 

* 

HARNESS ASSEMBLY* HYDRAULIC COMPARTMENT 

3 


1 




DISCONNECT TO AOF 2 SENSE ANTENNA 

DISCONNECT 





UG88C-U 

* 

. CONNECTOR, CONVAIR 92-47001-00? 

1 


1 


UG9Q9-U 

* 

. CONNECTOR* CONVAIR 92-57001-008 

1 


1 

- 62 

22-33045-801 

m 

HARNESS ASSEMBLY. HYORAULIC COMPRESSOR 

1 


1 




SPLICE TO SENSE CONTROL DISCONNECT 





HS3100E18-8S 

m 

. CONNECTOR 

1 


1 


36151 

m 

. TERMINAL, CONVAIR 98-90805-001 -VB9110- 

1 


3 


320562 

• 

. SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


1 


320559 

• 

* SPLICE* CONVAIR 98-34001-003 -V00779- 

1 


2 


AN3420—4A 

_ 

* ADAPTER# CONVAIR 90-04900-014 

1 


AR 


AN3420-6A 

• 

. ADAPTER* CONVAIR 90-04900-015 

1 


AR 


AN3420-10A 

• 

. ADAPTER# CONVAIR 90-04900-017 

1 


AR 

- 63 

22-33899-801 

* 

HARNESS ASSEMBLY* HATRACK SPEAKER 

1 


1 




STA 659 TO 725 LH 




- 64 

22-33911-801 

• 

HARNESS ASSEMBLY* HATRACK SPEAKER 

1 


1 




STA 697 TO 773 KH 




- 65 

22-33900-801 


HARNESS ASSEMBLY* HATRACK SPEAKER 

1 


1 




STA 725 TO 811 LH 




- 66 

22-33912-801 


HARNESS ASSEMBLY* HATRACK SPEAKER 

1 


1 




STA 773 TO 849 RH 





36151 

• 

. TERMINAL* CONVAIR 98-90805-001 -V89110- 

1 


6 

- 67 

22-33967 

m 

HARNESS ASSEMBLY* AIR CONDITIONING 

1 


1 




COMPARTMENT DISCONNECT TO VHF 1 

ANTENNA FEED THRU 





UG210-U 

m 

. CONNECTOR* CONVAIR 92-47003-004 

1 


1 


82-835 

m 

• CONNECTOR* CONVAIR 92-47005-001 -V02660- 

1 


1 

- 68 

22-33901-801 

m 

HARNESS ASSEMBLY* HATRACK SPEAKER 

1 


1 




STA 811 TO 807 LH 




- 69 

22-33913-801 

* 

HARNESS ASSEMBLY* HATRACK SPEAKER 

1 


1 




STA 849 TO 925 RH 





36151 

• 

. TERMINAL* CONVAIR 98-90805-001 -V89110- 

1 


6 
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CONVAIR 88 


ELECTRONIC HARNESSES 
CABIN 



» 04 9X03 004 


FeU. 6/6l 
A 


93-2 
Page 6 


HATRACK SPEAKER 

ELECTRONIC HARNESSES STA 926 TO 1230 
FIGURE 3 











































ELECTRONIC HARNESSES 
CABIN 


CON V AIR QQ: 


ILLUSTRATED PARTS CATALOG 


FIGURE 


AND 

INDEX NO. 

PART NUMBER 

3 


- 70 

22-33914-801 


36151 


36157 

- 71 

22-33903-801 

- 72 

22-33915-801 

- 73 

22-33904-801 

- 74 

22-33916-801 

- 75 

22-33905-601 

- 76 

22-33917-801 


36151 

- 77 

22-33807 


9607 

- 78 

22-33741 


95-25 

- 79 

22-33746 


320559 


PT06E18-32S 


NOMENCLATURE 


1 2 3 4 5 6 

HATRACK ELECTRONIC HARNESSES 

STA 926 TO 1250 SEE 22-33001 
- HARNESS ASSEMBLY* HYDRAULIC COMPARTMENT 

SPLICE LH TO HATRACK SPEAKER STA 1001 RH 

* . TERMINAL* CONVAIR 98-90805-001 -V0911O- 
. - TERMINAL* CONVAIR 98-90805-008 -VB9110- 
. HARNESS ASSEMBLY* HATRACK SPEAKER 

STA 953 TO 1039 LH 
. HARNESS ASSEMBLY* HATRACK SPEAKER 
STA 1001 TO 1077 RH 
. HARNESS ASSEMBLY* HATRACK SPEAKER 
STA 1039 TO 1115 LH 
. HARNESS ASSEMBLY* HATRACK SPEAKER 
STA 1077 TO 1153 RH 

* HARNESS ASSEMBLY* HATRACK SPEAKER 

STA 1115 TO 1181 LH 

* HARNESS ASSEMBLY* HATRACK 5PEAKER 

STA 1153 TO 1229 RH 

. . TERMINAL* CONVAIR 98-90805-001 -V89110- 

* HARNESS ASSEMBLY* AFT STEWARDESS HANDSET 

SWITCH TO STEWARDESS SPLICE 
. * HOLDER* CONVAIR 94-69004-001 -V82872- 
, HARNESS ASSEMBLY* AFT STEWARDESS 
HANDSET SPLICE TO HANDSET JACK 
. . JACK* CONVAIR 95-18504-007 -V81812 

* HARNESS ASSEMBLY* AFT FUSELAGE SPLICE TO 

AFT STEWARDESS PUBLIC ADDRE5S CONTROL 
PANEL 

> . SPLICE* CONVAIR 90-34001-003 -V00779- 
„ . PLUG* CONVAIR 92-40325-001 -V06840- 


USAGE 

CODE 


FROM TO 


UNITS 

PER 

ASSEMBLY 


1 


1 


2 


9 

1 
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FUSELAGE NOSE UNDERFLOOR 
ELECTRONIC HARNESSES FWD FLIGHT DECK 
FIGURE 1 




















































ELECTRONIC HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


CONVAIR 

ILLUSTRATED PARTS CATALOG 



FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 


FUSELAGE N05E UNDER FLOOR ELECTRONIC HARNESSES 






FWD FLIGHT DECK 






SEE 22-31004 ANO 22-32001 




- 79* 1 

22-31810 

. HARNESS ASSEMBLY t FWD PRESSURE DISCONNECT 

1 


1 



TO RADAR ANTENNA 





MS3106E36-7S 

. . CONNECTOR. CONVAIR 92-40313-003 

1 


1 


MS3106E36-7P 

. . CONNECTOR, CONVAIR 92-40313-002 

1 


1 

- 79*2 

22-31861-801 

* HARNESS ASSEMBLY. FWD PRESSURE FITTING 

1 


1 



TO GLIDE SLOPE ANTENNA 





82-835 

• . CONNECTOR. CONVAIR 92-47005-001 -V02660- 

1 


2 

- 80 

22-31850 

* HARNESS ASSEMBLY. SHELF B TO 

1 


1 



INSTRUMENT JUNCTION BOX 





029050-0015 

. . INSERT, CONVAIR 95-02201-006 -V71468- 

1 


1 


029850-0002 

• * INSERT. CONVAIR 95-02201-001 -V71468- 

1 


1 


020745-0008 

. . SHIELD, CONVAIR 98-03501-008 -V71466- 

1 


2 


034993-0001 

* . PLATE, CONVAIR 98-02505-001 -V71460- 

1 


1 


320567 

. . TERMINAL, CONVAIR 98-90805-015 -V00779- 

1 


1 


36157 

. . TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


5 


320S80 

. • TERMINAL. CONVAIR 98-90814-001 -V00779- 

1 


52 


22-32537-19 

. * DECAL 

1 


2 

- 81 

22-31965 

* HARNESS ASSEMBLY. SHELF E TO 

1 


1 



INSTRUMENT JUNCTION BOX 





029850-0015 

. * INSERT, CONVAIR 95-02201-006 -V71468- 

1 


1 


034993-0001 

. . PLATE, CONVAIR 98-02505-001 -V7146B- 

1 


l 


029850-0002 

. . INSERT, CONVAIR 95-02201-001 -71468- 

1 


1 


020745-0008 

. . SHIELD, CONVAIR 98-03501-008 -V7146B- 

1 


2 


320580 

. . TERMINAL, CONVAIR 98-90814-001 -V00779- 

1 


47 


320547 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


1 


36157 

* . TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


5 


22-32537-47 

. . DECAL 

1 


2 

- 82 

22-31864 

* HARNESS ASSEMBLY, INSTRUMENT JUNCTION 

1 


1 



BOX TO DMET INDICATOR 1 





K03-21-30PN 

* * +LUG, CONVAIR 92-40058-005 -V7146B- 

1 


1 


K06-21-5-8 

* * CL-HP, CONVAIR 90-02500-003 -V71468- 

1 


1 


320580 

* - TERMINAL, CONVAIR 98-90814-001 -V00779- 

1 


26 

- 83 

22-31065 

. HARNESS ASSEMBLY, INSTRUMENT JUNCTION 

1 


1 



BOX TO DMET INOICATOR 2 





K03-21—30PN 

. • PLUG, CONVAIR 92-40050-005 -V71468- 

1 


1 


K06-21-5-8 

* * CLAMP, CONVAIR 98-02500-003 -V71468- 

1 


1 


320580 

. * TERMINAL, CONVAIR 98-90814-001 -V00779- 

1 


26 

- 04 

22-31052-805 

* HARNESS ASSEMBLY^ INSTRUMENT JUNCTION 

A 


1 



BOX TO RESISTOR BOARD INTERNAL 





22-31852 

. HARNESS ASSEMBLY. INSTRUMENT JUNCTION 

2 

8 

1 



BOX TO RESISTOR BOARD INTERNAL 





320567 

- . TERMINAL, CONVAIR 98-90805-015 -V00779- 

2 

a 

4 


320580 

* * TERMINAL, CONVAIR 90-90814-001 -V00779- 

2 

a 

28 


S17377 

, , CAPACITOR, CONVAIR 91-57061-003 -V8O103- 

A 


6 


S17377 

- * CAPACITOR, CONVAIR 91-57061-003 -V80183- 

2 

8 

4 


RC42GF101J 

. * RESISTOR, CONVAIR 97-40002-013 

I 


2 


RC42GF271J 

• • RESISTOR, CONVAIR 97-40002-018 

A 


1 


RC42GF271J 

. • RESISTOR, CONVAIR 97-40002-018 

2 

B 

2 


RC42GF102J 

. . RESISTOR, CONVAIR 97-40002-025 

A 


5 


RC42GF102J 

. . RESISTOR, CONVAIR 97-40002-025 

2 

8 

6 


RC42GF391J 

* . RESISTOR, CONVAIR 97-40002-020 

A 


1 


RC42GF561J 

. . RESISTOR, CONVAIR 97-40002-022 

A 


1 


22-31520 

. . BOARD ASSEMBLY, RESISTOR 

1 


2 


22-31520-9 

* * . INSULATOR 

1 


1 


22-31520-7 

* * . TERMINAL BOARD, MAKE FROM X1401NB1-B 

1 


1 


X1401NB1-8 

. . . TERMINAL BOARD, CONVAIR 98-91711-005 

1 


REF 



-V71279- 





22-31512-21 

. * BRACKET, INSTRUMENT PANEL JUNCTION 

1 


1 



BOX 





AN515-4R7 

. . SCREW 

1 


4 


NAS679A04 

* - NUT 

1 


4 



A AIRPLANES 1, 9 AND ON 
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NOSE WHEEL WELL BAY ELECTRONIC HARNESSES LH 

FIGURE 2 





































ELECTRONIC HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


CON VAIR 

ILLUSTRATED PARTS CATALOG 



FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

U5AGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

2 

- 92 

- 93 

- 94 

22-31856 

UG566U 

UG572U 

82-835 

22-31813 

029850-0015 

020745-0008 

HS3100E36-7S 

22-32537-7 

22-31857 

36151 

029850-0002 

034993-0001 

029850-0007 

D024199-0001 
020745-000B 
22-32537-7 
22-32537-23 

NOSE WHEEL WELL BAY ELECTRONIC 

HARNESSES LH SEE 22-31004 
. HARNESS ASSEMBLY. GLIDE SLOPE TEE 

ADAPTER TO FORWARD PRESSURE FITTING 
. . ADAPTER, TEE CONVAIR 90-04307-004 
. . PLUG, CONVAIR 92-47008-004 
. . CONNECTOR, CONVAIR 92-47005-001 -V02660- 
. HARNESS ASSEMBLY, SHELF A TO 

FORWARD PRESSURE DISCONNECT RADAR 
. . INSERT, CONVAIR 95-02201-006 -V71468- 
. . SHIELD, CONVAIR 9B-03501-D0B -V71468- 
. . CONNECTOR, CONVAIR 92-50279-009 
. . DECAL 

. HARNESS ASSEMBLY^ SHELF A AND 

B TO ATC CONTROL PANEL 
. . TERMINAL, CONVAIR 9B-90805-001 -V00779- 
. . INSERT, CONVAIR 95-02201-001 -V7146B- 
. . PLATE, CONVAIR 90-02505-001 -V71468- 
. . INSERT, CONVAIR 95-02201-002 -V71468- 
. . PLATE, CONVAIR 92-50277-004 -V71468- 
. . SHIELD, CONVAIR 98-03501-008 -V71468- 
. . DECAL 
. . DECAL 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

1 

1 
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UNDERFLOOR ELECTRONIC HARNESSES STA 179 TO 260 RH 

FIGURE 3 






















ELECTRONIC HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


CONVAIR 

ILLUSTRATED PARTS CATALOG 



FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

3 


UNDER FLOOR ELECTRONIC HARNESSES 






STA 179 TO 260 RH SEE 22-31004 




- 96 

22-31900-801 

. HARNESS ASSEMBLY, COPILOT CONSOLE AUDIO 

1 


1 



SPLICE TO COPILOT HIKE AND HEADSET JACK 





SCI A 

. . JACK, CONVAIR 95-18504-005 -V37942- 

1 


1 


SCA2B 

. . JACKt CONVAIR 95-18504-008 -V37942- 

1 


1 


XLR4-31 

. . RECEPTACLE, CONVAIR 92-S0287-001 -V7146B- 

1 


1 

- 96.] 

22-31892 

. HARNESS ASSEHBLYf AUDIO JUNCTION BOX 

1 


1 



TO COPILOT AUDIO SELECTOR PANEL 





0024052-0001 

. . PLATE, CONVAIR 92-63502-003 -V71468- 

1 


1 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


1 


36157 

. . TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


1 


320567 

. . TERMINAL, CONVAIR 98-90805-015 -V00779- 

1 


6 


320580 

. . TERMINAL, CONVAIR 98-90814-001 -V00779- 

1 


34 

- 97 

22-32914-801 

. HARNESS ASSEMBLY, AUDIO JUNCTION BOX 

1 

10 

1 



TERMINAL TO AUDIO ACCESSORY RELAYS 





22-32914-805 

. HARNESS ASSEMBLY, AUDIO JUNCTION BOX 

11 


1 



TERHINAL TO AUDIO ACCESSORY RELAYS 





320560 

. . TERMINAL, CONVAIR 98-90814-001 -V00779- 

1 


30 


320547 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


3 


SO-1009-3951 

. . SOCKET, CONVAIR 98-24506-002 -V00614- 

1 


4 
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ELECTRICAL AND ELECTRONIC 
COMPARTMENT ELECTRONIC HARNESSES RH 
FIGURE 1 




































































C O N V A I R 


ELECTRONIC HARNESSES 
ELECTRICAL & ELECTRONIC 
COMPARTMENT ILLUSTRATED PARTS CATALOG 



FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 

-101 

22-32917 

ELECTRICAL AND ELECTRONIC COMPARTMENT 

ELECTRONIC HARNESSES RH SEE 22-32000 
* HARNESS ASSEMBLY* AUDIO JUNCTION 

1 


1 

-102 

36151 

36157 

HS3108E14S6S 

22-32946 

BOX TO GROUND POWER JACK 
. „ TERMINAL* CONVAIR 98-90B05-001 -V00779- 
. . TERMINAL , CONVAIR 98-90805-008 -V00779- 
• . CONNECTOR* CONVAIR 92-40316-004 
. HARNESS ASSEMBLY* SHELF 0 TO 

1 

1 

1 

1 


4 

1 

1 

1 

-103 

029850-0014 

034993-0001 

020745-0003 

22-32981 

HF 1 RADIO COMPARTMENT SPLICE 
. . INSERT. CONVAIR 95-02201-005 -V71460- 
. . PLATE. CONVAIR 90-02505-001 -V71468- 
. . SHIELD. CONVAIR 96-03501-000 -V7I468- 
. HARNESS ASSEMBLY. SHELF 

1 

1 

l 

1 


1 

1 

1 

1 

-104 

029850-0011 

034993-0001 

020745-0008 

320560 

22-32537-49 

22-32926 

E TO AUDIO JUNCTION BOX 
. . INSERT* CONVAIR 95-02201-003 -V7146B- 

* - PLATE* CONVAIR 98-02505-001 -V71468- 

- * SHIELD* CONVAIR 90-03501-008 -V71468- 
. - TERMINAL* CONVAIR 96-90B14-001 -V0O779- 

* . DECAL 

. HARNESS ASSEMBLY* SOCKET C3B TO 

1 

1 

1 

1 

1 

1 


1 

1 

1 

13 

1 

1 

-105 

0PD34-12I72 
320500 
029850-0012 
DPD23HV1-3351B 
22-32900-001 

SHELF C HF COMMUNICATION POWER 
. • SHIELD* CONVAIR 98-03500-004 -V71463- 
. . TERMINAL, CONVAIR 98-90814-001 -V00779- 

• . INSERT, CONVAIR 95-02202-004 -V71468- 

. . RECEPTACLE, CONVAIR 92-50285-013 -V71468- 

• HARNESS ASSEMBLY* AUDIO JUNCTION 

1 

1 

1 

1 

l 


1 

4 

l 

1 

1 

-106 

36157 

CE31C751G 

320580 

RC42GF753J 
RC42GF331J 

L50 

22-31520-5 

4040 

22-32986 

BOX TO AUOIO ACCESSORY PANEL 

• . TERMINAL, CONVAIR 98-90805-008 -V00779- 
. . CAPACITOR, CONVAIR 91-57065-001 

. . TERMINAL, CONVAIR 98-908)4-001 -V00779- 

• . RESISTOR, CONVAIR 97-40002-082 
. . RESISTOR, CONVAIR 97-40002-019 

• . POTENTIOMETER, CONVAIR 90-25503-002 

-V37942- 

• . TERMINAL BOARD 

. . SOCKET, CONVAIR 98-24506-011 -V99699- 
. HARNESS ASSEMBLY, VHF COMMUNICATION 

1 

1 

1 

1 

1 

1 

1 

1 

1 


3 

1 

16 

1 

1 

1 

1 

1 

1 

-107 

320580 

SO—1009-3951 
22-31971 

RECEIVER POWER RELAY TO TERMINAL STRIP 

SHELF E 

* . TERMINAL, CONVAIR 98-90814-001 -V00779- 
. . SOCKET, CONVAIR 98-24506-002 -V00614- 
. HARNESS ASSEMBLY, SHELF E TO 

1 

1 

1 


6 

1 

1 

-10B 

029850-0014 

36151 

020745-0008 

22-32537-45 

22-31969 

2 VHF-VOR CONTROL PANEL DHET 
. . INSERT* CONVAIR 95-02201-005 -V71460- 
- - TERMINAL, CONVAIR 98-90805-001 -V00779- 
. . SHIELD, CONVAIR 98-03501-00B -V71468- 
. . DECAL 

. HARNESS ASSEMBLY, SHELF E TO 

1 

1 

1 

1 

1 


1 

2 

1 

1 

1 

-109 

029850-0002 

034993-0001 

020745-0000 

22-32537-45 

22-31968 

2 VHF-VOR CONTROL PANEL NAVIGATION 
. . INSERT, CONVAIR 95-02201-001 -V71468- 
. * PLATE, CONVAIR 96-02505-001 -V7146B- 

• * SHIELD, CONVAIR 98-03501-008 -V71468- 
. • DECAL 

• HARNESS ASSEMBLY, SHELF E TO 2 VHF-VOR 

1 

1 

1 

1 

1 


1 

1 

1 

1 

1 


029050-0002 
034993-0001 
020745 0008 
0024198-00^1 
22-32537-43 

CONTROL PANEL VHF COMMUNICATION 

* - INSERT, CONVAIR 95-02201-001 -VM146B- 
- - PLATE, CONVAIR 98-02505-001 -V71468- 

* * SHIELD, CONVAIR 98-03501-0QB -V71468- 
. - PLATE, CONVAIR 92-63502-001 -V7146B- 

* . DECAL 

1 

1 

1 

1 

1 


1 

1 

1 

1 

1 
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CONVAIR 



EIECTRONIC HARNESSES 
EIECTRICAL & EIECTRONIC 
ILLUSTRATED PARTS CATALOG COMPARTMENT 



FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 -110 

22-31855 

. HARNESS ASSEMBLY, SHELF E TO 

1 


1 



GLIDE SLOPE TEE ADAPTER 





UG709A-U 

. . PLUG, CONVAIR 92-4700S-006 

1 


2 

-111 

22-33963-801 

. HARNESS ASSEMBLY, SHELF E TO AOF 2 

A 


1 



LOOP ANTENNA 





22-33963-805 

. HARNESS ASSEMBLY, SHELF E TO AOF 2 

B 


1 



LOOP ANTENNA 





029850-0007 

. . INSERT, CONVAIR 95-02201-002 -V7146B- 

1 


1 


gk-cb-2ici-2 

. . PLUG, CONVAIR 90-40319-002 -V71648- 

1 


1 


020745-0008 

. . SHIELD, CONVAIR 98-03501-008 -V71648- 

1 


1 


22-32537-49 

- . DECAL 

1 


1 

-111.1 

22-32880-801 

. HARNESS ASSEMBLY* SHELF E TO 

l 


1 



NAVIGATION TEE ADAPTER 





UG536A-U 

. . PLUG* CONVAIR 92-47009-002 

1 


1 


UG709A-U 

. . PLUG, CONVAIR 92-47008-006 

1 


1 

-112 

22-32945 

. HARNESS ASSEMBLY* SHELF D TO 

1 


1 



HF 2 RADIO COMPARTMENT SPLICE 





029850-0014 

. . INSERT, CONVAIR 95-02201-005 -V71468- 

1 


1 


020745-0008 

. . SHIELD, CONVAIR 98-03501-000 -V714A8- 

1 


1 


22-32537-37 

. . OECAL 

1 


1 

-113 

22-32944 

. HARNESS ASSEMBLY, SHELF C TO 1 

1 


1 



HF COMMUNICATION SHELF D 





029850-0014 

. . INSERT, CONVAIR 95-02201-005 -V7146B- 

1 


1 


034993-0001 

. . PLATE, CONVAIR 9B-02505-001 -V7146B- 

1 


2 


029849-0013 

. . INSERT, CONVAIR 95-02202-004 -V71468- 

1 


1 


020745-0008 

- . SHIELD* CONVAIR 98-03501-008 -V71468- 

1 


2 


22-32537-31 

. . DECAL 

1 


I 


22-32537-39 

. . DECAL 

1 


1 

-114 

22-32937 

. HARNESS ASSEMBLY, SHELF C TO 

1 


1 



2 HF COMMUNICATION SHELF 0 





029850-0014 

. «. INSERT, CONVAIR 95-02201-005 -V71468- 

1 


1 


020745-0008 

. . SHIELD, CONVAIR 98-03501-000 -V71468- 

1 


2 


029849-0013 

. . INSERT, CONVAIR 95-02202-004 -V71468- 

1 


1 


22-32537-31 

. . OECAL 

1 


l 


22-32537-39 

. . DECAL 

1 


1 

-115 

22-32936 

. HARNESS ASSEMBLY, SHELF D 

1 


1 



TO AUDIO JUNCTION BOX 





029850-0007 

. . INSERT, CONVAIR 95-02201-002 -V71468- 

1 


1 


029850-0015 

. . INSERT, CONVAIR 95-02201-006 -V71460- 

1 


1 


034993-0001 

. . PLATE, CONVAIR 9B-02505-001 -V71468- 

1 


1 


020745-0008 

. . SHIELD, CONVAIR 98-03501-008 -V71460- 

1 


2 


3205B0 

. . TERMINAL, CONVAIR 9B-90B14-001 -V00779- 

1 


10 


22-32537-41 

. . DECAL 

1 


1 



A AIRPLANES 1, 4, 8 AND ON 






8 AIRPLANES 2, 3 AND 5 THRU 7 
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C O N V A 1 R 


EIECTRONIC HARNESSES 
ELECTRICAL & ELECTRONIC 
COMPARTMENT ILLUSTRATED PARTS CATALOG 



FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

un ns 

PER 

ASSEMBLY 

FROM 

TO 

1 -116 

22-32972 

. HARNESS ASSEMBLY* 2 VHP COMMUNICATION 

1 


1 



ANTENNA JACK TO RADIO COMPARTMENT 






DISCONNECT 





UG21D-U 

* . PLUG, CONVAIR 92-47003-004 

1 


1 


UG573A-U 

. . CONNECTOR, CONVAIR 92-47008-002 

1 


1 

-117 

22-33849—B01 

. HARNESS ASSEMBLY, SHELF B 

1 


1 



TO 1 ADF LOOP ANTENNA 





029B50-0007 

. . INSERT, CONVAIR 95-02201-002 -V7146B- 

1 


1 


020745-0008 

* - SHIELD, CONVAIR 98-03501-008 -V71468- 

1 


1 


GK-C8-21 Cl—2 

• . PLUG, CONVAIR 92-40319-002 -V71468- 

1 


1 


22-32537-21 

. . DECAL 

1 


1 

-1 18 

22-33949 

• HARNESS ASSEMBLY, 1 HF COMMUNICATION XHTR 

1 


1 



TO 1 HF XMTR DISCONNECT RADIO COMPARTMENT 





22-33949-801 

. HARNESS ASSEMBLY, 2 HF COMMUNICATION XHTR 

1 


1 



TO 2 HF XMTR DISCONNECT RADIO COMPARTMENT 





UG21D-U 

. * CONNECTOR, CONVAIR 92-47003-004 

1 


1 


82-835 

. . CONNECTOR, CONVAIR 92-47005-001 -V02660- 

1 


1 

-119 

22-33944 

. HARNESS ASSEMBLY, 1 HF COMMUNICATION RCVR 

1 


1 



TO 1 HF RCVR DISCONNECT RADIO COMPARTMENT 





22-33944-801 

. HARNESS ASSEMBLY, 2 HF COMMUNICATION RCVR 

1 


1 



TO 2 HF RCVR DISCONNECT RADIO COMPARTMENT 





UG536A-U 

. . PLUG, CONVAIR 92-47009-002 

1 


2 


UG349A-U 

. . ADAPTER, CONVAIR 90-04301-003 

1 


1 

-120 

22-32745 

. HARNESS ASSEMBLY, COAX 1 ADF RCVR 

1 

2 

1 



TO RADIO COMPARTMENT DISCONNECT 





22-32745-803 

. HARNESS ASSEMBLY, COAX 1 ADF RCVR 

3 


1 



TO RADIO COMPARTMENT DISCONNECT 




-120.1 

22-32745-801 

. HARNESS ASSEMBLY, COAX 2 ADF RCVR 

1 

2 

1 



TO RADIO COMPARTMENT DISCONNECT 





22-32745-805 

* HARNESS ASSEMBLY, COAX 2 ADF RCVR 

3 


1 



TO RADIO COMPARTMENT DISCONNECT 





UG80C-U 

. . PLUG, CONVAIR 92-47001-007 

1 


2 


UG175U 

. . ADAPTER, CONVAIR 90-04307-005 

1 


2 


83—1SP 

. . PLUG, CONVAIR 92-47017-002 -V02660- 

1 


2 

-121 

22-33050-803 

. HARNESS AS5EMBLY, ADF 1 LOOP CABLE 

1 


1 


7501-7 

* . CABLE, ADF 1 LOOP MFR TO SPEC CONT 

1 


1 



22-03468—B01 -V02304- 





Feb. 10/62 
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C O N V A I R s ELECTRONIC HARNESSES 

ELECTRICAL & ELECTRONIC 
ILLUSTRATED PARTS CATALOG COMPARTMENT 



Feb. 10/62 
C-l 


93 -^ 

Page 6 


ELECTRICAL AND ELECTRONIC 
COMPARTMENT RACK ELECTRONIC HARNESSES LH 
FIGURE 2 





























































































ELECTRONIC HARNESSES 
CABIN 


CONVAIR 

ILLUSTRATED PARTS CATALOG 



c 


c 


FIGURE 

AND 

INDEX NO. 


1 


- 52 

22-33909-801 

- 53 

22-33897-801 

- 54 

22-33908-801 

- 55 

22-33896-801 

- 56 

22-33907-801 

- 57 

22-33695-601 

- 58 

22-33910-801 

- 59 

36151 

22-33906-801 


36151 

36157 


PART NUMBER 


NOMENCLATURE 


1 2 3 4 5 6 

HATRACK SPEAKER ELECTRONIC HARNESSES 


STA 432 TO 697 SEE 22-33001 
HARNESS ASSEMBLY, HATRACK SPEAKER 
STA 432 TO 490 RH 
HARNESS ASSEMBLY, HATRACK SPEAKER 
STA 432 TO 475 LH 
HARNESS ASSEMBLY, HATRACK SPEAKER 
STA 490 TO 545 KH 
HARNESS ASSEMBLY, HATRACK SPEAKER 
STA 475 TO 583 LH 
HARNESS ASSEMBLY, HATRACK SPEAKER 
STA 545 TO 621 RH 
HARNESS ASSEMBLY, HATRACK SPEAKER 
STA 583 TO 659 LH 
HARNESS ASSEMBLY, HATRACK SPEAKER 
STA 621 TO 697 RH 

- TERMINAL, CONVAIR 98-90805-001 -VB9110- 
HARNESS ASSEMBLY, SPLICE AIR CONDITIONING 
COMPARTMENT LH TO SPEAKER 
HATRACK STA 621 RH 

. TERMINAL, CONVAIR 90-90805-001 -V00779- 
. TERMINAL, CONVAIR 98-90805-008 -V00779- 


USAGE 

CODE 


FROM TO 


UNITS 

PER 

ASSEMBLY 


Feb. 10/62 
C-l 


93-2 
Page 3 














CON VAIR 



ELECTRONIC HARNESSES 
CABIN 


ILLUSTRATED PARTS CATALOG 



n u n os Mi* 


93-2 

Page ll- 


HATRACK SPEAKER 

ELECTRONIC HARNESSES STA 659 TO 888 
FIGURE 2 


FeU- 10/62 
A-l 


c 






























CONVAIR 


ELECTRONIC HARNESSES 
ELECTRICAL & ELECTRONIC 
COMPARTMENT ILLUSTRATED PARTS CATALOG 



FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

2 


ELECTRICAL AND ELECTRONIC COMPARTMENT 






RACK ELECTRONIC HARNESSES LH SEE 22-32000 




-123 

22-31853 

. HARNESS ASSEMBLY, SHELF B TO NAVIGATOR I 

1 


1 



CONTROL PANEL INSERT C 





029850-0014 

. . INSERT, CONVAIR 95-02201-005 -V7146B- 

1 


1 


22-32537-17 

- . DECAL 

1 


1 


020745-0008 

. . SHIELD, CONVAIR 9B-03501-008 -V71468- 

1 


1 


36151 

* - TERMINAL, CONVAIR 98-90805-001 -V0O779- 

1 


2 

-124 

22-32829 

. HARNESS ASSEMBLY, SHELF B TO VHF 1 

1 


1 



COMMUNICATION TRANSMITTER ANTENNA 





UG573A-U 

. . PLUG, CONVAIR 92-47008-002 

1 


1 


UG11B5U 

* . PLUG, CONVAIR 92-47003-005 

1 


1 

-125 

22-32899-801 

. HARNESS ASSEMBLY, SHELF C PUBLIC ADDRESS 

1 


1 



AUDIO TO AUDIO JUNCTION BOX 





22-32537-29 

. . DECAL 

1 


1 


320567 

. . TERMINAL, CONVAIR 9B-90805-015 -V00779- 

1 


1 


36157 

• * TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


3 


320580 

* • TERMINAL, CONVAIR 98-90B14-001 -V00779- 

1 


17 


020745-000B 

* . SHIELD, CONVAIR 98-03501-008 -V71468- 

1 


1 


029850-0014 

. . INSERT, CONVAIR 95-02201-005 -V71468- 

1 


1 

-126 

22-33872 

. HARNESS ASSEMBLY, SHELF B TO MARKER 

1 


1 



BEACON ANTENNA 





UG573A-U 

. . CONNECTOR, CONVAIR 92-4700B-002 

l 


2 

-126* 1 

22-32918 

* HARNES5 ASSEMBLY, AUDIO JUNCTION BOX 

1 


1 



TO RADIO COMPARTMENT SPLICE 





36157 

* * TERMINAL, CONVAIR 98-90805-008 -V0Q779- 

1 


3 


36151 

. . TERMINAL, CONVAIR 9B-90B05-001 -V00779- 

1 


21 

-126*2 

22-33800-B01 

* HARNESS ASSEMBLY* SHELF A TO VERTICAL 

1 


1 



GYRO SPLICE 





029850-0007 

. . INSERT, CONVAIR 95-02201-002 -V7146B- 

1 


1 


020745-0008 

* . SHIELD, CONVAIR 98-035Q1-008 -V71468- 

1 


1 


22-32537-9 

. . DECAL 

1 


1 

-127 

22-32913 

. HARNESS ASSEMBLV, AUDIO JUNCTION BOX TO 

1 


1 



RADIO RACK AUDIO SELECTOR PANEL 





0024052-0001 

- . PLATE, CONVAIR 92-63502-003 -V71468- 

1 


1 


320580 

. . TERMINAL, CONVAIR 98-90814-001 -V00779- 

1 


30 


320567 

. . TERMINAL, CONVAIR 98-90805-015 -V00779- 

1 


6 

-129 

22-33850-805 

* HARNESS ASSEMBLY, AOF 2 LOOP CABLE 

1 


1 


7501-9 

* * CABLE, LOOP ADF 

1 


1 



HFR TO SPEC CONT 22-03468-803 -V02304- 




-129 

22-31854 

* HARNESS ASSEMBLY, SHELF B TO GLIDE SLOPE 

1 


1 



TEE ADAPTER 





UG709A-U 

. . CONNECTOR, CONVAIR 92-47008-006 

1 


2 

-129*1 

22-32901-803 

. HARNESS ASSEMBLY, AUDIO JUNCTION BOX 

1 


1 



TO RADIO COMPARTMENT SPLICE 





36151 

* . TERMINAL, CONVAIR 98-90805-001 

1 


1 


330580 

* . TERMINAL, CONVAIR 98-90814-001 -V00779- 

1 


8 

-130 

22-32723 

* HARNESS ASSEMBLY, ATC TRANSPONDER 2 TO 

1 


1 



DMET 1 





31-301 

. * CONNECTOR, CONVAIR 92-47010-008 -V02660- 

1 


2 


UG274A-U 

• * ADAPTER, CONVAIR 90-04302-004 

1 


1 


Feb. 10/62 
C-l 
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C O N V A I R 
ILLUSTRATED PARTS CATALOG 



EIECTRONIC HASHESSES 
EIECTRICAL & EIECTRONIC 
COMPARTMENT 


FIGURE 

AMD 


PART NUMBER 


INDEX NO. 


3 4 5 6 


NOMENCLATURE 


USAGE 

CODE 


UNITS 

PER 


FROM 


TO 


ASSEMBLY 


2 


-131 

-132 


22-32724 

31-301 

22-32722 


-133 


UG274A-U 

31-301 

22-32815 


HARNESS ASSEMBLY, ATC 1 TO OMET 2 

. CONNECTOR, CONVAIR 92-47010-008 -V02660- 
HARNESS ASSEMBLY, ATC TRANSPONDER 1 
TO TRANSPONDER 2 

• ADAPTER, CONVAIR 90-04302-004 

• CONNECTOR, CONVAIR 92-47010-008 -V02660- 
HARNESS ASSEMBLY, SOCKET A3A TO TERM 

STRIPS SHELF A 


2 


2 


034994-0001 


029649-0014 

320580 

-134 22-31859 

029850-0002 
034993-0001 
020745-0008 
22-32537-17 
-134.1 22-31811 


-135 


034993-0001 

D024198-0001 

029850-0002 

020745-0000 

22-32537-15 

22-32861 


-136 


029850-0014 

034993-0001 

020745-0008 

320580 

22-32537-21 

22-32879-801 


-137 


UG536A-U 

UG709A-U 

22-32906 


034993-0001 

029850-0014 

020745-0008 

22-32537-29 

320580 

36157 

320567 


. SHELL, CONVAIR 98-02505-016 -V71468- 
. INSERT, CONVAIR 95-02202-005 -V7146B- 
. TERMINAL, CONVAIR 98-90014-001 -V00779- 
HARNESS ASSEMBLY, SHELF B TO NAVIGATOR 1 
CONTROL PANEL INSERT B 
. INSERT, CONVAIR 95-02201-001 -V71468- 
. PLATE, CONVAIR 98-02505-001 -V71468- 
. SHIELD, CONVAIR 98-03501-000 -V7146B- 
. DECAL 

HARNESS ASSEMBLY, SHELF E TO 1 VHF 
CONTROL PANEL 

* PLATE, CONVAIR 98-02505-001 -V71468- 
. PLATE, CONVAIR 92-63502-001 -V7146B- 

. INSERT, CONVAIR 95-02201-001 -V71460- 
. SHIELD, CONVAIR 98-03501-008 -V71460- 

• DECAL 

HARNESS ASSEMBLY, SHELF B TO AUDIO 
JUNCTION BOX 

. INSERT, CONVAIR 95-02201-005 -V71468- 
. SHELL, CONVAIR 98-02505-001 -V7146B- 
. SHIELD, CONVAIR 98-03501-00B -V71468- 
. TERMINAL, CONVAIR 98-90014-001 -V00779- 
. DECAL 

HARNESS ASSEMBLY, SHELF B TO NAVIGATION 
ANTENNA TEE ADAPTER 
. CONNECTOR, CONVAIR 92-47009-002 
. CONNECTOR, CONVAIR 92-4700B-006 
HARNESS ASSEMBLY, SHELF C TO AUOIO 
JUNCTION BOX 

. PLATE, CONVAIR 90-02505-001 -V71468- 
. INSERT, CONVAIR 95-02201-005 -V71468- 
. SHIELD, CONVAIR 98-03501-000 -V7146B- 
. DECAL 

. TERMINAL, CONVAIR 98-90814-001 -V00779- 
- TERMINAL, CONVAIR 98-90805-008 -V00779- 
. TERMINAL, CONVAIR 9B-90805-015 -V00779- 


29 


14 


20 


Feb. 10/62 
C-l 
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c 



c 


CONVAIR Q 8SV ELECTRONIC HARNESSES 

ELECTRICAL & ELECTRONIC 
ILLUSTRATED PARTS CATALOG COMPARTMENT 



».ain.04«MC 


Pet. 10/62 
C-l 


93 

Page 10 


ELECTRICAL AND ELECTRONIC 
COMPARTMENT ELECTRONIC HARNESSES LH 
FIGURE 3 















































C O N V A I R 


ELECTRONIC HARNESSES 

EIECTRICAL & ELECTRONIC _ 

COMPARTMENT ILLUSTRATED PARTS CATALOG 




FIGURE 

AND 

INDEX NO, 

PART NUMBER 

NOMENCLATURE 

l 2 3 4 5 6 

U5AGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

3 

-130 

22“ *13870-801 

ELECTRICAL AND ELECTRONIC COMPARTMENT 

ELECTRONIC HARNESSES LH SEE 22-32001 
• HARNESS ASSEMBLY* TRANSPONDER 1 TO ANTENNA 

1 


1 

-138,1 

22-33871-0O1 

. HARNESS ASSEMBLY* TRANSPONDER 2 TO ANTENNA 

1 


1 

-138-2 

03700 

MS90237-710A 

UG1213U 

22-33873 

. . COVER, CONVAIR 92-74210-001 -V71460- 
. . CONNECTOR, CONVAIR 92-47U0B-003 

• * CONNECTOR, CONVAIR 92-47004-001* 

• HARNESS ASScMBLY, DMET RCVR 1 TO 

1 

1 

1 

l 


1 

1 

1 

l 


83700 

02-833 

MS90237-710A 

QMET ANTENNA 

. . COVER, CONVAIR 92-74210-001 -V71468- 
. . CONNECTOR, CONVAIR 92-47006-002 -7I46B- 
. . CONNECTOR, CONVAIR 92-47008-003 

1 

1 

1 


1 

l 

1 


Feb. 10/62 
C-l 
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c 


c 


ELECTRONIC HARNESSES 
FUSELAGE FWD 
UNDERFLOOR 


CONVAIR 8S 


ILLUSTRATED PARTS CATALOG 


SECTION V 
Chapter 93 

ELECTRONIC HARNESSES 


FUSELAGE FWD UNDERFLOOR ELECTRONIC HARNESSES 


Feb. 6/6l 
A 


93-5 

Page 1 





CONVAIR ©Q] 


ILLUSTRATED PARTS CATALOG 


ELECTRONIC HARNESSES 
FUSELAGE FWD 
UNDERFLOOR 




»jM.n .09 00l-1> 


FUSELAGE FWD UNDERFLOOR 

93-5 ELECTRONIC HARNESSES FWD CARGO AREA STA 323 TO 622 Feb. 10/62 

Page 2 FIGURE 1 (SHEET 1 OF 2) C-l 
































ELECTRONIC HARNESSES 
FUSELAGE FWD 
UNDERFLOOR 


CONVA1R 88 


ILLUSTRATED PARTS CATALOG 



33 04 93.0)001 30 


FeL. 10/62 
A-l 


FUSELAGE FWD UNDERFLOOR 

ELECTRONIC HARNESSES FWD CARGO AREA STA 323 TO 622 
FIGURE 1 (SHEET 2 OF 2) 


93-5 
Page 3 































CON V AIR 

ILLUSTRATED PARTS CATALOG 



EIE CHRONIC HARNESSES 
FUSELAGE FWD 
UNDERFLOOR 


USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 


1 

1 


1 

1 


1 

1 


1 

1 


1 

1 


1 

1 


1 

1 


1 

1 


1 

1 


1 

1 


2 

1 


2 

1 


2 

1 


1 

1 


a 

1 


l 

1 

2 

l 

3 


l 

1 

2 

i 

3 


l 

1 


2 

1 


1 

1 


2 

1 


2 

1 


1 

1 


2 

1 


1 


FIGURE 

AND 

INDEX NO. 


PART NUMBER 


NOMENCLATURE 


1 2 3 4 5 6 _ _ 

FUSELAGE FHD UNDER FLOOR ELECTRONIC 


1 


-140 

-141 

-142 

-143 

-144 

-145 

-146 

-147 

-148 

-149 


-150 


-151 


-152 


-153 


-155 


22-33867 

22-33867-001 

22-33930 

22-33930-801 

22-33930 

22-33938-801 

22-33941 

22-33941-801 

22-33926 

22-33926-801 

82-888 

UG160C-U 

UG210-U 

22-33843-801 


320559 

320562 

22-33747 


22-33747-803 


22-33747-801 


22-33747-805 


UG909U 

22-33969 


UG160C-U 

B2-8B8 

22-32081 

UG536A-U 

UG2BA-U 


HARNESSES FHD CARGO AREA STA 323 TO 622 
SEE 22-33003 

HARNESS ASSEMBLY, RADIO COMPARTMENT 
DISCONNECT STA 323 TO 603 
HARNESS ASSEMBLY, RADIO COMPARTMENT 
DISCONNECT STA 603 TO 926 
HARNESS ASSEMBLY, COAX RADIO COMPARTMENT 
DISCONNECT HF RECEIVER STA 323 TO 603 
HARNESS ASSEMBLY, COAX RADIO COMPARTMENT 
DISCONNECT HF RECEIVER STA 603 TO 926 
HARNESS ASSEMBLY, COAX RAOIO COMPARTMENT 
DISCONNECT TO AIR CONDITIONING 
COMPARTMENT HF1 RECEIVER STA 323 TO 603 
HARNE5S ASSEMBLY, COAX RADIO COMPARTMENT 
DISCONNECT TO AIR CONDITIONING 
COMPARTMENT HF1 RECEIVER STA 603 TO 926 
HARNESS ASSEMBLY, COAX RADIO COMPARTMENT 
DISCONNECT TO AIR CONDITIONING 
COMPARTMENT HF1 TRANSMITTER 
STA 323 TO 603 

HARNESS ASSEMBLY, COAX RADIO COMPARTMENT 
DISCONNECT TO AIR CONDITIONING 
COMPARTMENT HF1 TRANSMITTER 
STA 603 TO 926 

HARNESS ASSEMBLY, COAX RADIO COMPARTMENT 
DISCONNECT TO AIR CONDITIONING SPLICE 
HF2 TRANSMITTER STA 323 TO 603 
HARNESS ASSEMBLY, COAX RADIO COMPARTMENT 
DISCONNECT TO AIR CONDITIONING SPLICE 
HF2 TRANSMITTER STA 603 TO 926 
. ADAPTER, CONVAIR 90-04800-003 -V02660- 

• CONNECTOR, STA 323 TO 603 

CONVAIR 92-57003-008 
. CONNECTOR, STA 603 TO 926 
CONVAIR 92-47003-004 

HARNESS ASSEMBLY, RADIO COMPARTMENT SPLICE 
TO AIR CONDITIONING COMPARTMENT SPLICE 
PUBLIC ADDRESS STA 323 
. SPLICE, CONVAIR 90-34001-003 -V00779- 
. SPLICE, CONVAIR 9B-34001-001 -V00779- 
HARNESS ASSEMBLY, RADIO COMPARTMENT 
DISCONNECT TO AIR CONDITIONING 
COMPARTMENT DISCONNECT ADF 1 
STA 323 TO 622 

HARNESS ASSEMBLY, RADIO COMPARTMENT 
DISCONNECT TO AIR CONDITIONING 
COMPARTMENT DISCONNECT ADF 1 
STA 323 TO 622 

HARNESS ASSEMBLY, RADIO COMPARTMENT 
DISCONNECT TO AIR CONDITIONING 
COMPARTMENT DISCONNECT ADF 2 
STA 323 TO 622 

HARNESS ASSEMBLY, RADIO COMPARTMENT 
DISCONNECT TO AIR CONDITIONING 
COMPARTMENT DISCONNECT ADF 2 
STA 323 TO 622 

CONNECTOR, CONVAIR 92-57001-008 
HAKN C SS ASSEMBLY, COAX AIR CONDITIONING 
COh, tMENT DISCONNECT TO RADIO 
C0MPAR1McNT DISCONNECT VHF 1 
COMMUNICATION STA 323 
. CONNECTOR, CONVAIR 92-57003-008 

• ADAPTER, CONVAIR 90-04800-003 -V02660- 
HARNESS ASSEMBLY, NAVIGATION TEE ADAPTER 

TO RADIO COMPARTMENT DISCONNECT 
. CONNECTOR, CONVAIR 92-47009-002 

• ADAPTER, CONVAIR 90-04304-004 


Feb. 10/62 
C-l 


93-5 

Page 4 













c 


CONVAIR Q3J 


ILLUSTRATED PARTS CATALOG 


ELECTRONIC HARNESSES 
FUSELAGE FWD 
UNDERFLOOR 





isssmm 



Feb. 10/62 
C-l 
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FUSELAGE FWD UNDERFLOOR ELECTRONIC HARNESSES 
OVERWING AREA ABOVE WHEEL WELL 
FIGURE 2 













































ELECTRONIC HARNESSES 
FUSELAGE AFT 
UNDERFLOOR 


CONVAIR 8R 


ILLUSTRATED parts catalog 


SECTION V 
Chapter 93 

ELECTRONIC HARNERfiRR 


FUSELAGE AFT UNDERFLOOR ELECTRONIC HARNESSES 


Feh. 6/6l 
A 


93-6 
Page 1 






FUSELAGE AFT UNDERFLOOR ELECTRONIC HARNESSES 
STA 926 TO 1590 LH 
FIGURE 1 


Feb. 10/62 
C-l 





93-6 
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ELECTRONIC HARNESSES 
FUSELAGE AFT 
UNDERFLOOR 


CON VAI 


R 



ILLUSTRATED PARTS CATALOG 


FIGURE 

AMD 

PART NUMBER 


NOMENCLATURE 

USAGE 

CODE 

un ns 

PER 




INDEX NO. 


1 

2 3 4 5 6 

FROM 

TO 

ASSEMBLY 

1 


FUSELAGE AFT UNDER FLOOR ELECTRONIC HARNESSES 







STA 926 TO 1590 LH SEE 22-33004 




-163.1 

22-33938-803 

• 

HARNESS ASSEMBLY, RADIO COMPARTMENT 

1 


1 




DISCONNECT TO TAILCONE DISCONNECT HF1 

RECEIVER STA 926 TO STA 1373 




-163.2 

22-33930-B03 

• 

HARNESS ASSEMBLY, RADIO COMPARTMENT 

I 


1 




DISCONNECT TO TAILCONE DISCONNECT HF2 

RECEIVER STA 926 TO STA 1375 




-163.3 

22-33941-803 

. 

HARNESS ASSEMBLY, RADIO COMPARTMENT 

1 


1 




DISCONNECT TO TAILCONE DISCONNECT HF1 
TRANSMITTER STA 926 TO STA 1373 




-163.4 

22-33926-803 


HARNESS ASSEMBLY, RADIO COMPARTMENT 

1 


1 




DISCONNECT TO TAILCONE DISCONNECT 

HF1 TRANSMITTER STA 926 TO STA 1373 




-163.5 

22-33867-803 

. 

HARNESS ASSEMBLY, RADIO COMPARTMENT 

1 


1 




DISCONNECT TO AFT PRESSURE DISCONNECT 

STA 926 TO STA 1373 





UG21D-U 

. 

. CONNECTOR, CONVA1R 92-47003-004 

1 


1 


82-808 

m 

. ADAPTER, CONVAIR 90-04800-003 -VH46B- 

1 


2 


UG160C-U 

. 

. JACK, CONVAIR 92-57003-00B 

l 


1 

-164 

22-33971 

. 

HARNESS ASSEMBLY, HYDRAULIC COMPARTMENT 

1 


1 




SPLICE TO AFT PRESSURE DISCONNECT HF2 





HS3100E20-295W 

* 

. CONNECTOR, CONVAIR 92-50279-005 

1 


1 


320559 

* 

. SPLICE, CONVAIR 98-34001-003 -V00779- 

l 


13 

-165 

22-33955 

* 

HARNE5S ASSEMBLY, HYDRAULIC COMPARTMENT 

1 


1 




SPLICE TO AFT PRESSURE DISCONNECT HF1 





HS3100E20—29S 

* 

. CONNECTOR, CONVAIR 92-50279-003 

1 


1 


320559 


. SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


2 


323975 

. 

. SPLICE, CONVAIR 98-34009-003 -V00779- 

l 


11 

-166 

22-33743 

. 

HARNESS ASSEMBLY, HYDRAULIC COMPARTMENT 

l 


1 




SPLICE TO TAILCONE PRESSURE DISCONNECT PA 





MS3100E14S6S 

. 

. CONNECTOR, CONVAIR 92-50278-001 

1 


1 


320559 

. 

. SPLICE, CONVAIR 90-34001-003 -V00779- 

1 


2 


320562 


. SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


7 


323975 

. 

. SPLICE, CONVAIR 98-34009-003 -V00779- 

1 


18 

-167 

22-33928 

• 

HARNESS ASSEMBLY, AFT PRESSURE DISCONNECT 

1 


1 




TO VERTICAL FIN DISCONNECT HF 

COMMUNICATION TRANSMITTER NO 1 




-167.1 

22-33928-801 

. 

HARNESS ASSEMBLY, AFT PRESSURE DISCONNECT 

1 


1 




TO VERTICAL FIN DISCONNECT HF 

COMMUNICATION TRANSMITTER NO 2 





UG1185U 

. 

. CONNECTOR, CONVAIR 92-47003-005 

l 


2 


82-888 

. 

- AOAPTER, CONVAIR 90-04800-003 -V02660- 

1 


2 

-168 

22-33931 


HARNESS ASSEMBLY, AFT PRESSURE DISCONNECT 

1 


1 




TO VERTICAL FIN DISCONNECT VHF NAVIGATION 





UG1185U 

. 

- CONNECTOR, CONVAIR 92-47003-005 

1 


2 


02-888 

. 

. ADAPTER, CONVAIR 90-04800-003 -V0266D- 

1 


2 

-169 

22-33744 

. 

HARNESS ASSEMBLY, TAILCONE SPLICE TO 

1 


1 




TAILCONE JACKBOX 





WK6-21C1-2 

. 

. CONNECTOR, CONVAIR 92-40117-001 -V71468- 

1 


1 

-170 

22-33745 

• 

HARNESS ASSEMBLY, TAILCONE PRESSURE 

1 


l 




DISCONNECT TO TAILCONE SPLICE 





H53106E14S6P 

. 

. CONNECTOR, CONVAIR 92-40307-003 

I 


1 

-171 

22-35934 

• 

HARNESS ASSEMBLY, TAILCONE SPLICE TO 

1 


1 




JACKUOX HF COUPLER ACCESS 





WK6-21C1-2 

. 

. CONNECTOR, CONVAIR 92-401U-OOI -V71468- 

1 


1 
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FUSELAGE AFT UNDERFLOOR ELECTRONIC HARNESSES 
STA 926 TO 1590 PH 
FIGURE 2 


Feb. 6/61 
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PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

USA 

CO 

tGE 

DE 

UNITS 
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ASSEMBLY 

FROM 

TO 

2 


FUSELAGE AFT UNDER FLOOR 






ELECTRONIC HARNESS STA 926 TO 1590 RH 






SEE 22-33004 






• . CONNECTOR, CONVAIR 92-40058-018 




— 172 

22-33953 

. HARNESS ASSEMBLY, AFT PRESSURE DISCONNECT 

1 


1 



TO HF2 COUPLER CONTROL 





HS3106E20-29PW 

. . CONNECTOR, CONVAIR 92-40296-006 

1 


1 


0H970D-37SW 

. . CONNECTOR, CONVAIR 92-40317-004 -V17419- 

1 


1 


323287 

. . PLUG, CONVAIR 96-89500-001 -V00779- 

1 


7 


320SS9 

. . SPLICE, CONVAIR 96-34001-003 -V00779- 

1 


9 


320562 

* - SPLICE, CONVAIR 98-34001-001 -V0O779- 

1 


5 

-173 

22-35932 

. HARNESS ASSEMBLY, HF2 COUPLER CONTROL TO 

1 


1 



HF2 COUPLER 





DH9700—37S 

. . CONNECTOR, CONVAIR 92-40317-003 -V17419- 

1 


2 


DM9700—75 

. . CONNECTOR, CONVAIR 92-40317-001 -V17419- 

1 


1 

-174 

22-35928 

„ HARNESS ASSEMBLY, HF1 COUPLER CONTROL TO 

1 


1 



HF1 COUPLER 





DH9700-37S 

. . CONNECTOR, CONVAIR 92-40317-003 -V174I9- 

1 


2 


DH9700-7S4 

. . CONNECTOR, CONVAIR 92-40317-002 -V17419- 

1 


1 

-175 

22-33954 

. HARNESS ASSEMBLY, DISCONNECT STA 1373 TO 

1 


1 



HF1 COUPLER CONTROL 





MS3106E20-29P 

. . CONNECTOR, CONVAIR 92-40296-004 

1 


1 


DH9700-37SW 

• • CONNECTOR, CONVAIR 92-40317-004 -V17419- 

1 


1 


320562 

. . SPLICE, CONVAIR 98-34001-002 -V00779- 

1 


5 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


9 


323287 

• . PLUG, CONVAIR 96-B9500-001 -V00779- 

1 


6 

-176 

22-33977 

. HARNESS ASSEMBLY, JUMPER REPLACE NO 2 HF 

1 


1 



COUPLER CONNECTION 





DH9609-37P 

. - CONNECTOR, CONVAIR 92-40058-017 -VI7419- 

1 


1 


DM9609—37PW 

. . CONNECTOR, CONVAIR 92-40058-018 -V17419- 

1 


1 

-177 

22-3592*- 

. HARNESS ASSEMBLY, HF COUPLER CONTROL TO HF 

1 


1 



COUPLER ASSEMBLY COMMUNICATION 2 




-17B 

22-35924-801 

. HARNESS ASSEMBLY, HF COUPLER CONTROL TO HF 

1 


1 



COUPLER ASSEMBLY COMMUNICATION 1 





UG627A-U 

. . CONNECTOR, CONVAIR 92-47008-005 

1 


2 

-179 

22-33935 

* HARNESS ASSEMBLY, TAILCONE DISCONNECT HF 

1 

10 

1 



COUPLER 1 CONTROL 





22-33935-803 

. HARNESS ASSEMBLY, TAILCONE DISCONNECT HF 

11 


1 



COUPLER 1 CONTROL 




-180 

22-33935-001 

* HARNESS ASSEMBLY, TAILCONE DISCONNECT HF 

1 

10 

1 



COUPLER 2 CONTROL 





22-33935-805 

• HARNESS ASSEMBLY, TAILCONE DISCONNECT HF 

11 


1 



COUPLER 1 CONTROL 





UG536A-U 

* * CONNECTOR, CONVAIR 92-47009-002 

1 


1 


UG88C-U 

. . CONNECTOR, CONVAIR 92-47001-007 

1 


1 
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-182 

-181 
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22-35923-801 

82-888 

UG230-U 

UG160D-U 

22-35860 

82 -Baa 

UG1158U 

UG160C-U 


NOMENCLATURE 


VfefttldArSUblLlifcft tLeCfftONic harnesses 


SEE 22-34111 

HARNESS ASSEMBLY, VERTICAL FIN DISCONNECT 
TO HF COMMUNICATION TRANSMITTER 1 COUPLER 
HARNESS ASSEMBLY, VERTICAL FIN DISCONNECT 
TO HF COMMUNICATION TRANSMITTER 2 COUPLER 
. ADAPTER, CONVAIR 90-04800-003 -V02660- 
. CONNECTOR, CONVAIR 92-47003-008 -V81350- 
. CONNECTOR, CONVAIR 92-57003-008 -V81350- 
HARNESS ASSEMBLY, VERTICAL FIN DISCONNECT 
TO VHF NAVIGATION ANTENNA 
. ADAPTER, CONVAIR 90-04800-003 -V02660- 
. CONNECTOR, CONVAIR 92-47003-005 -VB1350- 
. CONNECTOR, CONVAIR 92-570D3-008 -V81350- 


USAGE 

CODE 


FROM TO 


UNITS 

PER 

ASSEMBLY 


2 

1 
L 
1 

2 

1 

l 


June 12/64 
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94-5 
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94-5 
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1-39 


22-61513 

94-1 
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94-5 

1-53 



94-5 

3-53 



94-5 

6-53 


22-61514 

94-1 

3-55 



94-1 

5-55 



94-4 

2-55 



94-4 

3-55 



94-5 

1-55 



94-5 

3-55 


22-61515 

94-1 

3-20 


94-1 

5-28 



94-4 

3-28 



94-5 

1-28 



94-5 

3-28 



94-6 

1-28 


22-61516 

94-4 

4-441 


94-4 

6-441 



94-5 

1-441 



94-5 

2-441 



94-5 

3-441 



94-6 

1-441 


22-61513 

94-1 

3-47 


94-1 

5-47 



94-5 

1-47 



94-5 

3-47 



94-6 

1-47 


22-61519 

94-1 

3-52 


94-1 

5-52 



94-4 

3-52 


22-61520 

94-1 

3-43 


94-1 

5-43 


22-61521 

94-1 

3-56 


94-1 

5-56 



94-4 

1-56 



94-5 

3-56 


22-61522 

94-4 

1-340 


22-61523-1 

94-4 

1-338 


94-4 

3-330 



94-4 

4-330 



94-5 

1-330 



94-5 

2-338 



94-5 

3-338 


22-61524-801 

94-4 

1-339 


22-61525 

94-1 

6-196 


94-4 

3-196 



94-4 

4-196 



94-5 

1-196 



94-5 

2-196 



94-5 

3-196 



94-6 

1-196 


22-61525-1 

9 L 1 

6-196 


94-4 

3-196 



94-4 
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94-5 
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94-5 
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5-440 
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94-1 
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94-1 
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94-5 
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94-1 
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94-1 
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94-5 
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94-5 
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94-1 

3-37 



94-1 
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94-2 
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94-5 
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94-5 
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94-1 
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94-1 
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94-5 

1-51 



94-5 

3-51 
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94-1 

3-45 



94-1 
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94-5 

1-45 



94-5 
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3-46 



94-1 
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94-5 

1-46 



94-5 

3-46 
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3-46 
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5-46 
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1-46 
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3-46 
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22-61526 

94-1 

6-197 



94-4 

3-197 



94-5 

1-197 



94-5 

3-197 



94-6 

1-197 


22-61526-1 

94-1 

6-197 



94-4 

3-197 



94-5 

1-197 



94-5 

3-197 



94-6 

1-197 


22-61529-1 

94-4 ! 

1-341 



94-5 
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22-61531-1 
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3-394 



94-4 

4-394 



94-5 
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94-5 

3-394 


22-61532 

94-1 

1-8 


22-61533 

94-1 

1-6 



94-4 

3-6 



94-4 

4-6 



94-4 

5-6 



94-4 

6-6 



94-5 

1-6 



94-5 

2-6 



94-5 

3-6 


22-6153^-1 

94-1 

3-40 


: 

94-1 

5-40 



94-2 

1-40 



94-5 

l-4o 



94-5 

3-40 


22-61535 

94-1 

3-29 



94-1 

5-29 



94-5 

1-29 



94-5 

3-29 


22-61536 

94-1 

1-9 



94-1 

5-9 



94-1 

6-9 



94-5 

1-9 



94-5 

2-9 



94-5 

3-9 



94-6 

1-9 


22-61537 

94-1 

1-10 



94-1 

5-10 



94-1 

6-10 



94-5 

1-10 



94-5 

2-10 



94-5 

3-10 



94-6 

1-10 


22-6153B 

94-1 

1-11 



94-1 

5-11 



94-1 

6-11 



94-5 

1-11 



94-5 

2-11 



94-5 

3-11 



94-6 

1-11 


22-61539 

94-1 

5-162 



94-1 

6-162 



94-5 

1-162 



94-5 

3-162 


22-61540 

94-1 

5-163 



94-1 

6-163 



94-5 

1-163 



94-5 

3-163 



94-6 

1-163 
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22-61541 

94-1 

6-164 



94-5 

1-164 



94-5 

3-164 



94-6 

1-164 


22-61542-1 

94-1 

5-165 



94-1 

6-165 



94-5 

1-165 


f 

94-5 

3-165 


: 

94-6 

1-165 


22-61543 

94-1 

6-199 



94-5 

3-19Q 


22-61544 

94-1 

6-179 


: 

94-5 

3-170 


22-61545 

94-1 

6-179 



94-5 

3-179 


22-61546-1 

94-1 

6-160 



94-5 

1-180 



94-5 

3-100 



94-5 

6-180 


22-61547 

94-1 

6-181 



94-5 

1-181 



94-5 

3-181 


22-6154Q 

94-1 

6-182 



94-5 

1-182 



94-5 

3-182 


22-61549 

94-1 

6-183 



94-5 

1-163 



94-5 

3-193 


22-61550 

94-1 

6-184 



94-5 

1-184 



94-5 

3-184 


22-61551 

94-1 

6-185 



94-5 

1-185 



94-5 

3-185 



94-6 

1-1B5 



94-7 

7-196 


22-61552 

94-1 

6-186 



94-4 

5-186 



94-5 

1-166 



94-6 

1-186 



94-7 

1-186 


22-61553-1 

94-1 

6-IB7 



94-4 

3-187 



94-5 

1-187 



94-5 

3-187 


22-61554-1 

94-1 

3-46 



94-1 

5-48 



94-4 

3-48 



94-5 

1-48 



94-5 

3-48 



94-6 

1-48 


22-61555 

94-1 

1-12 



94-1 

5-12 



94-1 

6-12 



94-5 

1-12 



94-5 

2-12 



94-5 

3-12 



94-6 

1-12 


22-61556 

94-1 

5-166 



94-1 

6-166 



94-4 

4-166 


4 

94-5 

3-166 
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22-61557-1 

94-4 

2-364 



94-4 

3-364 



94-5 

1-364 



94-5 

2-364 



94-5 

3-364 


22-61558-1 

94-4 

2-385 



94-4 

4-385 



94-4 

5-385 


22-61560-1 

94-5 

2-539 


22-61562-1 

94-4 

2-375 


22-61562-1 

94-4 

3-375 


22-61562-807 

94-4 ; 

2-375 



94-4 

3-375 


22-61563-1 

94-4 

2-378 



94-4 

3-378 



94-5 

1-378 



94-5 

3-378 



94-6 

1-378 


22-61565-1 

94-5 

6-576 



94-5 

7-576 


22-61566-1 

94-5 

3-581 



94-5 

6-581 



94-5 

7-581 


22-61567-1 

94-5 

6-578 



94-5 

7-578 


22-61568-1 

94-2 

1-232 



94-5 

4-232 



94-5 

6-232 



94-5 

7-232 


22-61569 

94-5 

6-584 


22-61570 

94-5 

6-579 


22-61571 

94-1 

2-25 



94-4 

4-25 



94-4 

6-25 



94-5 

5-25 


22-61572-1 

94-4 

2-376 


22-61572-1 

94-5 

1-376 



94-5 

2-376 



94-5 

3-376 



94-6 

1-376 


22-61573-1 

94-5 

1-486 



94-5 

2-486 



94-5 

3-486 



94-6 

1-486 


22-61574-1 

94-5 

1-481 



94-5 

2-481 



94-5 

3-481 



94-6 

1-481 


22-61575-1 

94-5 

1-482 



94-5 

2-482 



94-5 

3-482 



94-6 

1-482 


22-61576-1 

94-5 

1-508 



94-5 

2-508 



94-5 

3-508 



94-5 

6-508 



94-6 

I-50Q 


22-61577-1 

94-5 

1-479 



94-5 

2-479 



94-5 

3-479 



94-6 

1-479 


22-61578 

94-5 

1-487 



94-5 

2-487 



94-5 

3-487 



94-5 

6-487 



94-6 

1-487 



PART NUMBER 

CHAPTER 

AND 

SUBJECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-61579 

94-4 

6-444 


94-5 

1-444 



94-5 

2-444 



94-5 

3-444 



94-6 

1-444 


22-61580 

94-5 

1-450 



94-5 

2-450 



94-5 

3-450 



94-6 

1-450 


22-61581 

94-5 

1-470 



94-5 

£-470 



94-5 

3-470 



94-5 

6-470 



94-6 

1-470 


22 -61581-1 

94-5 

1-470 


94-5 

2-470 



94-5 

3-470 



94-5 

6-470 



94-6 

1-470 


22-61582 

94-1 

6-211 



94-5 

1-211 



94-5 

3-2U 



94-6 

1-211 


22-61533 

94-5 

3-589*1 


94-5 

6-589.I 



94-5 

7-589*1 


22-61584 

94-5 

6-580 



94-5 

7-580 


22-61585 

94-5 

6-577 


94-5 

7-577 


22-61586 

94-5 

1-480 


94-5 

7-480 


22 -61586-1 

94-5 

1-480 


94-5 

7-480 


22-61587 

94-4 

2-381 


94-4 

3-381 



94-4 

4-381 



94-5 

1-381 



94-5 

3-381 



94-6 

1-381 


22-61587-1 

94-4 

2-381 


94-4 

3-381 



94-4 

4-381 



94-5 

1-381 



94-5 

3-381 



94-6 

1-301 


22-61588 

94-4 

3-403 



94-5 

1-403 



94-5 

3-403 


22-61589 

94-4 

2-391 


94-4 

3-391 



94-4 

4-391 



94-5 

1-391 



94-5 

3-391 



94-6 

1-391 


22-61589-1 

94-4 

2-391 


94-4 

3-391 



94-4 

4-391 



94-5 

1-391 



94-5 

3-391 



94-6 

1-391 


22-61591-1 

94-4 

2-383 


94-4 

3-383 



94-5 

1-383 



94-5 

3-383 



94-6 

1-383 
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22-61592-1 

94-4 

2-382.1 


22-61593-1 

94-4 

2-383.1 


22-61594-1 

94-4 

2-384 


94-4 

3-384 



94-5 

1-384 



94-5 

3-384 



94-6 

1-384 


22-61595 

94-1 

6-188 



94-5 

1-188 



94-5 

3-188 



94-5 

1-188 


22-61595-603 

94-5 

1-472 



94-5 

2-472 



94-5 

3-472 



94-6 

1-472 


22-61596-1 

94-7 

1-472 


94-1 

6-206 



94-5 

1-206 



94-5 

3-206 



94-6 

1-206 


22-61596-5 

94-1 

6-206 



94-5 

1-206 



94-5 

3-206 



94-6 

1-206 


22-61596-803 

94-1 

6-206 



94-5 

1-206 



94-5 

3-206 



94-6 

1-206 


22-6159T 

94-1 

4-64 



94-1 

5-64 



94-1 

94-5 

6-64 



1-64 



94-5 

3-64 


22-61598 

94-1 

5-167 



94-1 

6-167 



94-5 

1-167 



94-5 

3-167 



94-6 

1-167 


22-61599-1 

94-4 

2-387 



94-4 

3-387 



94-5 

1-387 



94-5 

3-337 


22-61600-1 

94-1 

5-101 



94-5 

1-101 



94-6 

1-101 


22-61601 

94-1 

5-149 


22-61601-5 

94-4 

3-149 


94-1 

5-149 



94-4 

3-149 


22-61602 

94-1 

5-146 



94-5 

1-146 



94-6 

1-146 


22-61603-1 

94-1 

5-116 



94-5 

1-116 



94-5 

3-116 


22-61604 

94-1 

6-175 



94-4 

3-175 



94-5 

1-175 



94-5 

3-175 



94-6 

1-175 


22-61605 

94-5 

1-524 



94-5 

3-524 



94-6 

1-524 



PART NUMBER 

CHAPTER 

AND 

SUUECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-61606 

94-1 

5-118 



94-4 

3-118 



94-5 

1-118 



94-5 

3-118 


22-61607-1 

94-1 

5-113 



94-5 

1-113 



94-5 

3-113 



94-6 

1-113 



94-7 

1-113 



94-7 

6-113 


22-6l607-e07 

94-1 

5-H3 



94-5 

1-113 



9L5 

3-113 



94-6 

1-113 



94-7 

1-113 



94-7 

6-113 


22-61608-1 

94-1 

5-109 



94-5 

1-109 



94-5 

2-109 



94-5 

3-109 



94-6 

1-109 


22-6I6O9-I 

94-1 

5-106 


22-61610 

94-1 

5-125 



94-5 

3-125 


22-6I6H 

94-1 

4-85 



94-5 

2-85 



94-5 

3-85 


22-61612 

94-1 

4-86 



94-5 

1-86 



94-5 

2-86 



94-5 

3-86 



94-6 

1-86 


22-61613-1 

94-1 

4-67 



94-1 

5-67 



94-4 

3-67 



94-5 

1-67 



94-5 

2-67 



94-5 

3-67 



94-6 

1-67 


22-61614 

94-1 

4-00 



94-4 

4-80 



94-4 

6-60 



94-5 

1-80 


22-61615-1 

94-1 

2-20 



94-4 

3-20 



94-4 

4-20 



94-4 

5-20 



94-4 

6-20 



94-5 

1-20 



94-5 

3-20 


22-61619-1 

94-1 

4-79 



94-1 

5-79 



94-5 

1-79 



94-5 

2-79 



94-5 

3-79 



94-6 

1-79 


22-61616 

94-5 

1-525 



94-5 

3-525 


22-61618 

94-5 

3-553 


22-61619-805 

94-1 

4-79 



94-1 

5-79 



94-5 

1-79 



94-5 

2-79 



94-5 

3-79 



94-6 

1-79 
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ELECTRICAL HARNESSES 
NUMERICAL PARTS 
LIST INDEX 


CON VAJR 

ILLUSTRATED PARTS CATALOG 


PART NUMBER 

chapter 

A NO 
SUWECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

AC FT. 

22-61630-1 

94-4 

2-388 


94-H 

3-388 



94-4 

4-388 



94**4 

5-388 


22-61631-1 

94-4 

2-365 


9iv-4 

3-365 



9^-4 

4-365 



S/4-4 

5-365 


22-61633-1 

94-5 

1-456 


94-5 

2-456 



94-5 

3-456 


22-61635-1 

94-4 

4-435 



94-5 

1-435 



94-5 

3-435 



94-5 

4-435 



94-5 

5-435 



94-6 

1-435 


22-61637-1 

94-4 

4-431 


94-4 

5-431 



94-5 

1-431 



94-5 

4-431 



94-5 

5-431 



94-6 

1-431 


22-61638 

94-4 

2-354 


94-4 

4-354 


22-61639-1 

94-5 

2-546.5 


22 -6161*0-1 

94-4 

4-412 



94-4 

5-412 



94-5 

4-412 



94-5 

5-412 


22-6l64l-l 

94-4 

4-432 



94-4 

5-432 



94-5 

4-432 


22-61643-1 

94-5 

94-4 

5-432 

4-436 


94-5 

4-436 



94-5 

5-436 


22-6i644-l 

94-4 

Ml? 



94-5 

4-419 



94-5 

5-419 


22-61645-1 

94-4 

4-413 


94-5 

4-413 



94-5 

5-413 


22-61646-1 

94-4 

4-411 



94-5 

2-411 



94-5 

4-4il 


; 

94-5 

5-411 


22-61647-1 

94-4 

2-355 


94-4 

4-355 


22-61650-1 

94-4 

£-343 


94-4 

4-343 


22-61651-1 

94-4 

2-357 


94-4 

4-357 



94-4 

5-357 



94-5 

2-357 


22-61652-1 

94-4 

2-344 


94-4 

4-344 



94-4 

5-344 


22-61653 

94-5 

5-572 


22-61656-1. 

94-4 

4-42? 


94-5 

4-427 



94-5 

5-427 


22-61659- 

94-4 

3-399 


94-4 

4-399 



94-5 

1-399 



94-5 

3-399 



PART NUMBER 

CHAPTER 

AND 

SURJECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-6i619-807 

94-1 

4-79 



94-1 

5-79 



94-5 

1-79 



94-5 

2-79 



94-5 

3-79 



94-6 

1-79 


22-61619-801 

94-1 

4-79 



94-1 

5-79 



94-5 

1-79 



94-5 

2-79 



94-5 

3-79 



94-6 

1-79 


22-61623-3 

94-1 

6-200 



94-5 

3-200 


22-61624-1 

94-1 

6-201 



94-5 

1-201 



94-5 

3-201 



94-6 

1-201 


22-61624-5 

94-1 

6-201 


: 

94-5 

1-201 



94-5 

3-201 



94-6 

1-201 


22-61620-1 

94-5 

6-574.1 


22-61221-1 

94-4 

2-358 



94-5 

2-358 



94-5 

6-358 



94-5 

7-358 


22-61622 

94-1 

6-199 



94-4 

3-199 



94-5 

1-199 



94-5 

3-199 



94-6 

1-199 


22-61623-1 

94-1 

6-200 



94-5 

3-200 


22-61625-803 

94-1 

6-202 



94-5 

1-202 



94-5 

3-202 



94-6 

1-202 


22-61624-803 

94-1 

6-201 



94-5 

1-201 



94-5 

3-201 



94-6 

1-201 


22-61625-1 

94-1 

6-202 



94-5 

1-202 



94-5 

3-202 



94-6 

1-202 


22-61615-803 

94-1 

2-20 



94-4 

3-20 



94-4 

4-20 



94-4 

5-20 



94-4 

6-20 



94-5 

1-20 



94-5 

3-20 


22-61626 

94-1 

6-IjB9 



94-5 

I-I89 



94-5 

2-169 



94-5 

3-189 



94-6 

I-I89 


22-61627 

94-1 

6-190 



94-5 

1-190 



94-5 

3-190 



94-6 

1-190 



94-7 

1-190 



94-7 

2-190 
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CONVAIR 38 ] 


ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
numerical PARTS 

LIST INDEX 


PART NUMBER 

CHAPTER 

ANO 

SUECT 

FIGURE AND 
INDEX NUMBER 

QTY. 
PER 
AC FT, 

22-61659-1 

94-4 

3-399 



94-4 

4-399 



94-5 

1-399 



94-5 

3-399 


22-61660 

94-4 

3-404 



94-5 

1-4g4 



94-5 

3-4o4 


22-6x660-1 

94-4 

3-4o4 



94-5 

1-4o4 



94-5 

3-4o4 


22-61661 

94-1 

5-H5 



94-4 

3-115 



94-5 

3-115 


22-6l66l-l 

94-1 

5-115 



94-4 

3-U5 



94-5 

3-H5 


22-6i663 

94-1 

2-21 



94-4 

4-21 



94-4 

6-21 



94-5 

1-21 


22-61664 

94-1 

2-24 



94-1 

6-24 



94-4 

4-24 



94-4 

6-24 


22-61665 

94-1 

2-22 



94-4 

4-22 



94-4 

6-22 


22-61666 

94-1 

2-23 



94-4 

4-23 



94-4 

6-23 


22-61667-1 

94-1 

5-111 



94-4 

4-iu 



94-5 

3-111 


22-61668-1 

94-4 

5-443 


22-61668-3 

94-4 

5-443 


22-61668-5 

$h-k 

5-443 


22-61669-1 

94-1 

4-60 



94-5 

1-60 



94-5 

2-60 



94-5 

3-60 



94-6 

1-60 


22-61669-807 

94-1 

4-60 



94-5 

1-60 



94-5 

2-60 



94-5 

3-60 



94-6 

1-60 


22-61670-801 

94-1 

6-173 



94-5 

2-173 



94-5 

3-173 


22-61671-1 

94-4 

£-377 



94-4 

3-377 



94-4 

4-1177 



94-4 

5-377 


22-61672 

94-1 

6-191 



94-5 

1-19-1 



94-5 

3-191 



94-6 

1-191 


22-61673 

94-1 

5-168 



94-1 

6-168 



94-5 

1-168 



94-5 

3-068 



94-6 

1-168 


22-61674 

94-1 

5-169 



94-1 

6-169 



94-5 

3-169 


22-61675 

94-1 

5-170 



94-1 

6-170 



94-5 

3-170 


22-61676 

94-5 

2-537 



94-5 

3-537 



PART NUMBER 

CHAPTER 

AND 

3UUECT 

FIGURE AND 
INDEX NUMBER 

9TY. 

PER 

ACFT. 

22-61677 

94-4 

3-402 



94-4 

4-402 



94-5 

3-402 


22-61678 

94-1 

2-13 



94-4 

£-13 



94-4 

4-13 



94-4 

5-13 



94-4 

6-13 


22-61679 

94-1 

3-30 



94-1 

5-30 



94-4 

3-30 



94-5 

1-30 



94-5 

3-30 



94-6 

1-30 


22-61680 

94-1 

3-31 



94-1 

5-31 



94-4 

3-31 



94-5 

1-31 



94-5 

3*31 



94-6 

1-31 


22-61681 

94-1 

3-32 



94-1 

5-32 



94-4 

3*32 



94-5 

l-3£ 



94-5 

3-32 


!, 

94-6 

1-32 


22-61682 

94-1 

3-33 


: 

94-1 

5-33 



94-4 

3-33 


; 

94-5 

1-33 



94-5 

3-33 


l 

94-6 

1-33 


22-61683 

94-1 

6-203 


; 

94-4 

3-203 



94-5 

1-203 



94-5 

3-203 



94-6 

1-203 


22 -61683-1 

94-1 

6-203 



94-4 

3-203 



94-5 

1-203 



94-5 

3-203 



94-6 

1-203 


22-61684 

94-1 

6-204 



94-4 

3-204 



94-5 

1-204 



94-5 

3-204 



94-6 

1-204 


22-61684-1 

94-1 

6-204 



94-4 

3-204 



94-5 

1-204 


■ 

94-5 

3-204 



94-6 

1-204 


22-61685 

94-1 

6-205 



94-4 

3-205 



94-5 

1-205 



94-5 

3-205 



94-6 

1-205 


22-61685-1 

94-1 

6-205 



94-4 

3-205 



94-5 

1-205 



94-5 

3-205 



94-6 

1-205 


22-61686 

94-1 

3-34 



94-1 

5-34 



94-5 

3-34 


22-61687 

94-1 

3-35 



94-1 

5-35 



94-5 

3-35 


22-61688 

94-1 

3-36 



94-1 

5-36 



94-5 

3-36 
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ELECTRICAL HARNESSES 
NUMERICAL PARTS 
LIST INDEX 


CON V AIR 88' 


ILLUSTRATED PARTS CATALOG 


PART NUMBER 

CHAFTiR 

ANO 

SULIECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-61689-1 

94-1 

4-90 


94-1 

5-90 



94-4 

4-90 



94-5 

3-90 


22-61690-1 

94-1 

4-60 


94-1 

5-60 



94-5 

3-60 


22-61691-1 

94-1 

4-70 


94-1 

5-70 



94-5 

3-70 


22-61692 

94-1 

5-120 



94-5 

3-120 


22-61693 

94-5 

1-500 



94-5 

2-500 



94-6 

1-500 



94-7 

1-500 



94-7 

2-500 



94-7 

6-500 


22-61694-1 

94-5 

1-496 


94-5 

2-496 



94-5 

3-496 



94-5 

4-496 



94-6 

1-496 


22-61695 

94-3 

1-270 


22-61695 

94-5 

1-270 



94-5 

2-270 



94-5 

3-270 



94-6 

1-270 


22-61696 

94-5 

2-544 



94-5 

3-544 



94-6 

1-544 


22-61697 

94-1 

5-114 



94-4 

3-114 



94-5 

i-n4 



94-5 

3-114 


22-60698 

94-5 

3-549 


94-6 

1-549 


22-61699 

94-5 

3-595 



94-6 

1-595 


22-61700-1 

94-4 

2-369.1 


22-61701-1 

94-1 

5-110 



94-5 

2-110 



94-5 

3-110 


22-61701-3 

94-1 

5-110 



94-5 

2-110 



94-5 

3-110 


22-61702-1 

94-4 

2-392 



94-4 

3-392 



94-4 

5-392 



94-5 

3-392 


22-61702-5 

94-4 

2-392 



94-4 

3-392 



94-4 

5-392 



94-5 

3-392 


22-61704-1 

94-5 

1-473 


94-5 

2-473 



94-5 

3-473 



94-6 

1-473 



94-7 

1-473 


22-61705 

94-1 

5-136 


22-61706 

94-1 

5-137 


22-61707 

94-1 

5-130 



94-2 

1-138 


22-61700 

94-1 

5-139 



94-5 

1-139 



94-6 

1-139 


22-61709 

94-1 

5-l4o 



PART NUMBER 

CHARIER 

AND 

SU&JECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-61709-1 

94-1 

5-140 


22-61710-1 

94-1 

5-156 


22-61711-1 

94-1 

5-154 


22-61711-805 

94-1 

5-154 


22-61712 

94-1 

5-155 


22-61713-1 

94-1 

5-147 


94-5 

1-147 


22-61714 

94-1 

5-157 



94-5 

1-157 



94-6 

1-157 


22-61715-1 

94-1 

5-148 


22-61716-1 

94-1 

5-150 


22-61717-1 

94-1 

5-107 


22-61717-5 

94-1 

5-107 


22-61716-1 

94-1 

5-108 


94-5 

1-108 



94-6 

1-108 


22-61719-1 

94-1 

5-100 



94-4 

3-100 


22-61720-1 

94-1 

5-99 



94-4 

3-99 



94-4 

4-99 


22-61721-1 

94-4 

4-572.1 


94-5 

4-572.1 



94-5 

5-572.1 


22-61721-5 

94-4 

4-572.1 


94-5 

4-572.1 



94-5 

5-572.1 


22-61722-1 

94-4 

2-370 



94-4 

3-370 



94-5 

1-370 



94-5 

3-370 


22-61722-007 

94-4 

2-370.1 



94-4 

3-370.1 



94-5 

1-370.1 



94-5 

3-370.1 


22-61724-1 

94-4 

4-414 


94-5 

4-4i4 



94-5 

5-4l4 


22-61725-1 

94-4 

4-421 


94-4 

5-421 



94-5 

2-421 



94-5 

4-421 



94-5 

5-421 


22-61725-3 

94-4 

4-421 


94-4 

5-421 



94-5 

2-421 



94-5 

4-421 



94-5 

5-421 


22-61725-807 

94-4 

4-421 


94-4 

5-421 



94-5 

2-421 



94-5 

4-421 



94-5 

5-421 


22-61726-1 

94-4 

2-374 


22-61726-1 

94-4 

4-374 


94-4 

5-374 



94-5 

1-374 



94-5 

4-374 



94-5 

5-374 


22-61726-809 

94-4 

2-374 


94-4 

4-374 



94-4 

5-374 



94-5 

1-374 



94-5 

4-374 


22-61727-1 

94-4 

4-422 


94-5 

4-422 



94-5 

5-422 
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CON VAIR 

ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
NUMERICAL PARTS 
LIST INDEX 


PART NUMBER 

CHAPTER | 
AND 
SUBJECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-61755 

94-1 

5-H9 



94-5 

1-119 



94-5 

4-119 



94.6 

1-119 


22-61756 

94-4 

4-420 


94-5 

1-428 



94-5 

2-428 



94-5 

3-428 



94-6 

1-428 


22-61759 

94-4 

4-424 


94-5 

4-424 


22-61759 

94-4 

4-442 


94-4 

5-442 



94-4 

6-442 



94-5 

1-442 



94-5 

3-442 


22-61760-1 

94-1 

4-61 


94-5 

3-61 


22-61761-1 

94-1 

3-42 


94-1 

4-42 



94-1 

5-42 



94-5 

3-42 


22-61762-1 

94-1 

4-62 


94-5 

3-62 


22-61763-1 

94-1 

4-69 



94-5 

3-69 


22-61764-1 

94-1 

4-66 


94-5 

3-66 


22-61765-1 

94-1 

4-71 


94-5 

3-71 



94-5 

6-71 


22-61766-1 

94-1 

4-65 


94-5 

3-65 


22-61767-1 

94-1 

4-72 


94-5 

3-72 


22-61768-1 

94-5 

1-448 



94-5 

2-448 



94-5 

3-448 



94-5 

6-446 



94-6 

1-448 


22-61769-1 

94-5 

1-447 


94-5 

2-447 



94-5 

3-447 



94-5 

6-447 



94-6 

1-447 


22-61701-1 

94-1 

5-110 



94-5 

2-110 



94-5 

3-110 


22-61770-1 

94-4 

2-361 


22-61771 

94-4 

2-386 


94-5 

3-386 


22-61772-1 

94-4 

2-371 


22-61773 

94-4 

2-345 


22-61774 

94-4 

3-395 



94-4 

4-395 


22-61775-1 

94-4 

2-373 


94-4 

4-373 



94-5 

3-373 


22-61776-1 

94-4 

2-350 


94-4 

4-350 


22-61777-1 

94-5 

6-575.1 


22-61779-1 

94-5 

6-573.1 


22-61779 

94-1 

6-172 


94-4 

3-172 



94-5 

1-172 



94-5 

3-172 



94-6 

1-172 



PART NUMBER 

chapter 

AND 

SifUECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-61727-5 

94-4 

4-422 


94-5 

4-422 



94-5 

5-422 


22 -61720-1 

94-1 

6-209.1 


22-61730-1 

94-4 

2-345 



94-4 

4-345 


22-61731-1 

94-1 

2-15 



94-4 

4-15 



94-4 

5-15 


22-61732-1 

94-1 

2-16 



94-4 

5-16 


22-61735-1 

94-4 

4-415 



94-4 

5-415 



94-5 

4-415 



94-5 

5-415 


22-61736-1 

94-4 

4-433 



94-4 

5-433 



94-5 

2-433 



94-5 

3-433 



94-5 

4-433 



94-5 

5-433 


22-61737-1 

94-4 

4-416 



94-5 

2-4l6 



94-5 

3-4l£ 



94-5 

4-4l6 


22-61737-809 

94-5 

94-4 

5-4l6 

4-4l6 


94-5 

2-4l6 



94-5 

3-416 



94-5 

4-416 



94-5 

5-416 


22-61738 

94-1 

6-174 


22-61738 

94-5 

4-174 


22-61739 

94-1 

3-50 



94-1 

5-50 



94-5 

3-50 


22-61740 

94-1 

5-H7 



94-5 

3-117 


22-61743 

94-4 

4-423 


22-61743 

94-5 

1-423 



94-5 

4-423 



94-5 

5-423 



94-6 

1-423 


22-61744 

94-5 

2-546 



94-5 

3-546 



94-5 

4-546 


22-61746 

94-5 

1-497 



94-5 

2-497 



?4-6 

1-497 


22-61750 

?4-l 

5-160 


94-4 

3-160 



94-5 

1-160 



94-5 

3-160 



94-6 

I-160 


22-61752 

?4-l 

5-112 



94-5 

1-112 



94-5 

3-112 


22-61753 

94-1 

6-171 



94-5 

1-171 



94-5 

3-171 



94-6 

1-171 


22-61754 

94-1 

6-210 



94-5 

1-210 



94-5 

3-210 
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ELECTRICAL HARNESSES 
NUMERICAL PARTS 
LIST INDEX 


CONVAIR 88 


ILLUSTRATED PARTS CATALOG 




PART NUMBER 

chapter 

AND 

SUBJECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-61799-1 

94-5 

1-454 



94-5 

2-454 



94-5 

3-454 



94-5 

6-454 



94-6 

1-454 


22-61800 

94-5 

1-516 



94-5 

6-516 



94-6 

1-516 


22-61801 

94-5 

1-522 



94-5 

6-522 



94-6 

1-522 


22-61802 

94.5 

1-515 



94-5 

6-515 



94-6 

1-515 


22-61603 

94-5 

1-523 



94-5 

6-523 



94-6 

1-523 


22-6i0o4-3 

94-1 

4-93 



94-5 

1-93 



94-5 

6-93 



94-5 

7-93 


22-63004-5 

94-1 

4-97 



94-5 

6-97 


22-61805-3 

94-1 

4-90 



94-5 

1-90 



94-5 

6-90 



94-5 

7-90 


22-61805-5 

94-1 

4-94 


22-61806-3 

94-1 

4-92 


: 

94-5 

1-92 



94-5 

6-92 



94-5 

7-92 


22-61806-5 

94-1 

4-96 



94-5 

1-96 



94-5 

2-96 



94-5 

6-96 


22-61007-3 

94-1 

4-91 



94-5 

1-91 



94-5 

6-91 



94-5 

7-91 


22-61807-5 

94-1 

4-95 


22-61000 

94-6 

1-609 



94-7 

1-609 


22-6i809 

94-6 

I-609.I 


22-61810 

94-1 

4-89 



94-1 

5-Q9 


22-6i811 

94-1 

4-87 



94-1 

5-87 



94-5 

1-87 



94-5 

2-87 



94-5 

3-87 


22-61012 

94-1 

5-141 


22-61012-1 

94-1 

5-141 


22-61813-1 

94-1 

5-150 


22-63814 

94-1 

4-08 



94-1 

5-88 


22-6i815 

94-1 

5-142 


22-6l6l6-l 

94-1 

5-15? 


22-61817 

94-1 

5-io4 


22-61817-8C7 

94-1 

5-104 


22-61818 

94-5 

3-552 


22-6l8l8-l 

94-5 

3-552 


22-61819-1 

94-1 

5-116.1 


22-63819-5 

94-1 

5-116.1 


22-61820 

94-1 

5-116.2 



PART NUMBER 

CHAPTER 

AND 

SUBJECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-61760 

94-1 

5-110.1 


94-5 

1-110.1 



94-5 

3-110.1 


22-61761-1 

94-4 

2-362 


94-4 

U-362 


22-61783 

94-4 

2-363 


94-4 

^-363 


22-61784 

94-4 

2-351 


94-4 

4-351 


22-61705 

94-4 

4-425 


94-4 

5-425 



94-5 

3-425 



94-5 

4-425 



94-5 

5-425 


22-61786 

94-4 

4-426 


94-5 

4-426 



94-5 

5-426 


22-61707 

94-4 

4-429 


94-4 

5-429 



94-5 

1-429 



94-5 

4-429 


s. 

94-5 

5-429 


22-61788 

94-4 

4-434 


94-4 

5-434 


22-61789 

94-4 

4-430 


94-5 

4-430 



94-5 

5-430 


22-61790 

94-1 

6-195 



94-5 

1-195 



94-5 

3-195 


22-61791 

94-1 

1-3 



94-4 

2-3 



94-4 

3-3 



94-4 

3-3 


22-61792-1 

94-1 

4-77 



94-1 

5-77 



94-2 

1-77 



94-5 

1-77 



94-5 

2-77 



94-5 

3-77 


22-61792-5 

94-1 

4-78 


22-61792-5 

94-1 

5-78 



94-5 

2-70 


22-61793 

94-1 

6-207 



94-5 

I-207 



94-5 

3-207 



94-6 

1-207 


22-61794 

94-5 

1-510 



94-6 

1-510 


22-61795-1 

94-5 

1-449 


94-5 

2-449 



94-5 

3-449 



94-5 

6-449 


22-61796 

94-4 

2-389 


94-4 

3-309 



94-5 

1-309 



94-6 

1-389 


22-61797-1 

94-4 

2-366 


94-4 

3-366 



94-5 

1-366 



94-5 

3-366 


22-61798-1 

94-5 

1-446 


94-5 

2-446 



94-5 

3-446 



94-5 

6-446 


1 ■ 

94-6 

1-446 



c 
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CON V AIR 88' 


ELECTRICAL HARNESSES 
NUMERICAL PARTS 
LIST INDEX 


ILLUSTRATED PARTS CATALOG 


PART NUMBER 

CHAPTER 

AND 

SUBJECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-61821 

9^-5 

1-459 



94-5 

3-459 



94-6 

1-459 


22 -61622-1 

94-1 

4-59 



94-1 

5-59 



94-5 

1-59 



94-5 

3-59 


22 - 61823-1 

94-1 

4-58 



94-1 

5-58 



94-5 

1-58 


22-61824-1 

94-1 

5-143 


22-61825-1 

94-1 

5-151 


22-61826-1 

94-1 

5-103 


22-61827-1 

94-1 

5-144 



94-5 

1-144 


22-61828-1 

94-1 

5-152 


22-61829 

94-1 

5-105 


22 -61830-1 

94-1 

4-84 



94-1 

5-84 



94-5 

3-84 


22-61830-5 

94-1 

4-84 



94-1 

5-84 



94-5 

3-84 


22 -61831-1 

94-1 

5-145 


22-61831-3 

94-1 

5-145 


22 -61832-1 

94-1 

5-153 


22-61833-1 

94-1 

5-102 


22-61833-5 

94-1 

5-102 


22-61834-1 

94-1 

4-82 



94-5 

1-82 



94-5 

2-82 



94-5 

3-82 



94-5 

6-82 



94-5 

7-82 



94-6 

1-02 


22-61835 

94-6 

1-606 



94-7 

1-606 


22-61836 

94-5 

1-471 



94-5 

3-471 



94-6 

1-471 


22-61837 

94-5 

1-509 



94-5 

£-509 



94-6 

1-509 


22-61838 

94-5 

7-586 


22-61839 

94-5 

7-587 


22-61840 

94-5 

3-588 



94-5 

7-588 


22-6l84l 

94-5 

7-589 


22-61842 

94-5 

6-585 


22-61843-1 

94-1 

4-73 



94-5 

1-73 



94-5 

£-73 



94-5 

3-73 



94-5 

6-73 


22-61844-1 

94-1 

4-63 



94-5 

1-63 



94-5 

2-63 



94-5 

3-63 



94-5 

6-63 


22-61845-1 

94-1 

4-445 



94-5 

1-445 



94-5 

2-445 



94-5 

3-445 



94-5 

6-445 



PART NUMBER 

CHAPTER 
A NO 
SUBJECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-61846 

94-1 

4-83 



94-1 

5-83 



94-5 

1-83 



94-5 

2-83 



94-5 

3-03 


22-61847 

94-5 

6-83 


94-1 

3-44 



94-1 

5-44 



94-4 

3-44 



94-5 

3-44 


22-61848 

94-5 

3-5^ 


22-61849-1 

94-1 

4-74 


; 

94-5 

3-74 


22-61850 

94-5 

1-455 



94-5 

£-455 



94-5 

3-455 


22-61851-1 

94-5 

1-501 



94-5 

2-501 



94-5 

3-501 


22-61852-I 

94-1 

4-57 



94-5 

3-57 


22-61B54-1 

94-4 

2-352 



94-4 

4-352 


22-61856 

94-5 

2-538 



94-5 

3-538 


22-61857 

94-5 

1-453 



94-5 

3-453 


22-61858 

94-5 

1-452 



94-5 

3-452 


22-61859 

94-1 

2-14 


22-61860-1 

94-1 

6-192 



94-5 

1-192 



94-5 

3-192 


22 -61861-1 

94-1 

6-193 


; 

94-4 

3-193 



94-5 

1-193 



94-5 

3-193 


22 -61862-1 

94-1 

6-194 



94-5 

1-194 



94-5 

3-194 


22-61863 

94-1 

1-1 


22-61663 

94-4 

1-1 


94-4 

2-1 



94-4 

3-1 



94-4 

4-1 


22-61864 

94-1 

1-2 



94-4 

2-2 



94-4 

3-2 



94-4 

4-2 


22-61865-1 

94-1 

1-4 


94-4 

3-4 



94-4 

4-4 


22-61865-3 

94-1 

1-4 


94-4 

3-4 



94-4 

4-4 


22-61866 

94-4 

3-4o8 



94-4 

4-400 



94-5 

3-400 


22-61867-1 

94-4 

3-407 


94-4 

4-407 



94-5 

1-407 



94-5 

2-407 



94-5 

3-407 
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ELECTRICAL HARNESSES 
NUMERICAL PARTS 
LIST INDEX 


CON V AIR QR 


ILLUSTRATED PARTS CATALOG 


PART NUMBER 

CHAPTER 

AMD 

SUBJECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-61087-1 

94-4 

4-410 


94-4 

6-4io 



94-5 

3-410 


22-61669 

94-1 

4-8l 


94-1 

5-81 



94-5 

1-61 



94-5 

4-8l 


22-61692 

94-1 

5-126 


94-2 

1-126 



94-5 

1-126 


22-61693-1 

94-5 

1-571 



94-5 

5-571 


22-61894 

94-4 

3-400 


94-4 

4-400 



94-4 

6-400 



94-5 

i-4oo 



94-5 

3-400 


22-61895-1 

94-5 

1-502 


94-5 

5-502 



94-6 

1-502 


22-61696 

94*5 

1-546.6 


94-5 

2-546.6 



94-5 

3-546.6 



94-6 

1-546.6 


22-61697 

94-4 

2-382 


22-61696-3 

94-5 

1-546.6 


94-5 

2-546.6 



94-5 

3-546.6 



94-6 

1-546.6 


22-61896 

94-5 

4-565 


94-6 

1-565 


22-61899-1 

94-2 

1-231 



94-3 

5-231 



94-5 

1-231 



94-5 

2-231 



94-5 

3-231 



94-5 

4-231 



94-6 

1-231 


22-61900 

94-1 

6-214 


94-5 

3-214 


22-61901 

94-1 

6-215 


94-5 

1-215 



94-5 

2-215 



94-5 

3-215 


22-61902 

94-5 

1-527 


94-5 

5-527 



94-6 

1-527 


22-61904-1 

94-4 

2-379 


94-4 

3-379 



94-5 

1-379 


22-61904-5 

94-4 

2-379 


94-4 

3-379 



94-5 

1-379 


22-61906 

94-4 

2-380 


94-4 

3-300 



94-5 

1-300 


22-61906-1 

94-4 

2-300 


94-4 

3-300 



94-5 

1-380 


22-61907 

94-1 

2-26 


22-61908-1 

94-4 

2-392.1 


22-61909-1 

94-4 

2-383.1 


94-4 

3-303-1 


22-61910 

94-5 

1-528 


22-61910-1 

94-5 

1-528 



PART NUMBER 

CHAPTER 

AND 

SUBJECT 

FIGURE AND 
INDEX NUMBER 

QTY, 

PER 

ACFT, 

22-61867-5 

94-4 

3-407 


94-4 

4-407 



94-5 

1-407 



94-5 

2-407 



94-5 

3-407 


22-61068 

94-1 

1-7 



94-4 

3-7 



94-4 

4-7 


22-61869-1 

94-4 

4-420.1 


94-5 

4-428.1 



94-5 

5-420.1 


22-61070 

94-5 

2-540 



94-5 

3-540 


22-61071 

94-4 

2-360 



94-4 

3-360 



94-4 

4-360 



94-5 

I-36O 



94-5 

2-360 



94-6 

1-360 


22-61872 

94-4 

3-397 



94-4 

4-397 



94-5 

1-397 



94-6 

1-397 


22-61873 

94-4 

3-393 



94-4 

4-393 



94-5 

1-393 



94-6 

1-393 


22-61874 

94-4 

3-396 



94-4 

4-396 



94-5 

1-396 



,94-6 

1-396 


22-61876 

94-4 

2-390 


22-61076 

94-4 

4-390 



94-4 

5-390 


22-61077 

94-4 

2-349 


22-61077 

94-4 

4-349 



94-4 

;5-349 



94-5 

1-349 



94-5 

2-349 



94*5 

3-349 


22-61878 

94-1 

5-132 



94-4 

5-132 


22-61879 

94-1 

5-133 


22-61880 

94-1 

3-134 



94-1 

4-134 



94-1 

5-134 


22-61881 

94-1 

5-135 


22-61882 

94-1 

5-121 



94-5 

1-121 



94-5 

3-121 



94-6 

1-121 


22-61883 

94-1 

5-122 



94-5 

1-122 



94-5 

3-122 



94-6 

1-122 


22-61884 

94-1 

5-123 



94-5 

1-123 



94-5 

3-123 



94-6 

1-123 


22-61685 

94-1 

5-124 



94-5 

1-124 



94-5 

3-124 



94-6 

1-124 


22-61887 

94-4 

4-409 



94-5 

1-409 



94-5 

3-409 
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C O N V A I 


ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
NUMERICAL PARTS 
LIST INDEX 


PART NUMBER 

CHAPTER 
A NO 
SUBJECT 

FIGURE ANO 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-61911 

94-5 

2-546.2 



94-5 

3-546.2 


22-61929 

94-1 

6-208 


22-61929 

94-1 

6-209 


22-61929-1 

94-1 

6-209 


22-61932-801 

94-5 

2-546.1 



94-5 

3-546.1 


22-6193*+ 

94-4 

2-392.2 



94-4 

3-392*2 


22-61940 

94-1 

6-213 


22-61941 

94-1 

6-212 


22-61982 

94-4 

3-442.1 



94-4 

4-442.1 



94-5 

1-442.1 



94-5 

3-442.1 


22-61983 

94-4 

3-408.1 



94-5 

1-408.1 



94-5 

3-400.1 


22-62500 

9^-5 

1-532 



94-6 

1-532 



94-7 

1-532 



94-7 

2-532 



94-7 

6-532 


22-62501 

94-6 

1-591 



94-7 

1-591 



94-7 

2-591 



94-7 

6-591 


22-62502 

94-6 

l-6o4 



94-8 

l-6o4 


22-62503 

94-5 

1-504 



94-6 

1-504 



94-7 

1-504 



94-7 

2-504 



94-7 

6-504 


22-62504 

94-6 

1-611.1 



94-7 

1-611.1 



94-7 

2-611.1 



94-7 

6-611.1 


22-62504-1 

94-6 

1-611.1 



94-7 

1-611.1 



94-7 

2-611.1 



94-7 

6-611.1 


22-62505 

94-5 

1-474 



94-5 

3-474 



94-6 

1-474 



94-7 

1-474 



94-7 

2-474 



94-7 

2-474 


22-62506 

94-5 

1-458 



94-5 

2-458 



94-6 

1-458 



94-7 

1-450 



94-7 

2-458 



94-7 

6-458 


22-62507-3 

94-5 

1-505 



94-5 

3-505 



94-6 

1-505 



94-7 

1-505 



94-7 

2-505 



94-7 

6-505 


22-62507-5 

94-5 

1-506 


22-62507-5 

94-5 

3-506 



94-6 

1-506 



94-7 

1-506 



94-7 

2-506 



94-7 

6-506 



PART NUMBER 

CHAPTER 

ANO 

SUBJECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-62508-3 

94-5 

1-1+60 



94-5 

2-1+60 



94-5 

3-46o 



94-6 

1-1+60 



94-7 

1-460 



94-7 

2-460 



94-7 

6-46o 


22-62508-5 

94-5 

1-461 


22-62508-5 

94-6 

l-46l 



94-7 

1-461 



94-7 

2-461 



94-7 

6-461 


22-62509 

94-8 

1-649 


22-62510 

94-5 

3-556 



94-6 

1-556 



94-7 

1-556 



94-7 

2-556 



94-7 

6-556 


22-62511 

94-5 

3-557 



94-6 

1-557 



94-7 

1-557 



94-7 

2-557 



94-7 

6-557 


22-62512-1 

94-7 

3-621 



94-7 

4-621 


22-62513 

94-5 

1-603 



94-6 

1-603 



94-7 

1-603 



94-7 

2-603 



94-7 

6-603 


22-62513-003 

94-5 

1-603 



94-6 

1-603 



94-7 

1-603 



94-7 

2-603 



94-7 

6-603 


22-62515 

94-4 

3-405 


22-62515 

94-5 

1-405 



94-5 

2-405 



94-5 

3-405 



94.6 

1-405 



94-7 

1-405 



94-7 

£-405 



94-7 

6-405 


22-62516-1 

94-5 

1-468 



94-5 

2-468 



94-5 

3-468 



94-6 

1-468 



94-7 

1-468 



94-7 

2-468 



94-7 

6-468 


22-62517-1 

94-5 

1-457 



94-5 

3-457 



94-6 

1-457 



94-7 

1-457 



94-7 

2-457 



94-7 

6-457 


22-62517-3 

94-5 

1-457 



94-5 

3-457 



94-6 

1-457 



94-7 

1-457 



94-7 

2-457 



94-7 

6-457 


22-62518-1 

94-5 

1-465 



94-5 

3-465 



94-6 

1-465 



94-7 

1-465 



94-7 

2-465 



94-7 

6-465 
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ELECTRICAL HARNESSES 
NUMERICAL PARTS 
LIST INDEX 


CON VAIR 

ILLUSTRATED PARTS CATALOG 


c 


r' 

V. 


c 


PART NUMBER 

CHAPTER 

AND 

SUUECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-62519-1 

94-4 

3-4o6 


22-62519-1 

94-5 

1-406 



94-5 

2-406 



94-5 

3-4o6 



94-5 

6-4o6 



94-6 

: 1-406 



94-7 

: 1-406 



94-7 

i 2-4o6 



94-7 

6-4o6 


22-62520-1 

94-5 

1-489 


22-62520-1 

94-5 

5-489 



94-5 

: 2-489 



94-5 

3-489 



94-6 

1-489 


22-62520-5 

94-7 

1-489 


94-5 

1-489 



94-5 

5-489 



94-5 

2-489 



94-5 

3-489 



94-6 

1-489 


22-62521-1 

94-7 

1-489 


94-5 

1-498 



94-5 

2-498 



94-5 

3-498 



94-6 

1-498 



94-7 

1-498 


22-62522 

94-5 

1-451 



94-5 

3-451 



94-6 

1-451 


22-62523 

94-7 

1-451 


94-5 

1-513 



94-5 

3-513 



94-6 

1-513 


22-62524 

94-7 

1-513 


94-5 

1-495 



94-5 

2-495 



94-5 

3-495 



94-5 

6-495 



94-6 

1-495 



94-7 

1-495 



94-7 

2-495 


22-62525 

94-7 

6-495 


94-4 

3-401 



94-5 

l-4oi 



94-5 

3-401 



94-6 

1-401 



94-7 

1-401 



94-7 

2-401 



94-7 

4-401 



94-7 

6-401 


22-62526 

94-5 

1-466 



94-5 

2-466 



94-5 

3-466 



94-6 

1-466 



94-7 

1-466 



94-7 

2-466 



94-7 

6-466 


22-62527-1 

94-5 

1-546.3 



94-5 

2-546.3 



94-5 

3-546.3 



94-6 

1-546.3 



94-7 

1-546.3 



94-7 

2-546.3 



94-7 

6-546.3 



PART NUMBER 

CHAPTER 

AND 

SURJECT 

FIGURE AND 
INDEX NUMBER 

OTY. 

PER 

ACFT. 

22-62527-3 

94-5 

2-546.3 



94-5 

3-546.3 



94-6 

1-546.3 



9U-7 

1-546.3 



94-7 

2-546.3 



94-7 

6-546.3 


22-62528-1 

94-5 

1-467 



94-5 

2-467 



94-5 

3-467 



94-6 

1-467 



94-7 

1-467 



94-7 

2-467 



94-7 

6-467 


22-62528-3 

94.5 

1-467 



94-5 

2-467 



94-5 

3-467 



94-6 

1-467 



94-7 

1-467 



94-7 

2-467 



94-7 

6-467 


22-62529 

94-5 

1-507 



94-5 

2-507 



94-5 

3-507 



94-5 

6-507 



94-6 

1-507 



94-7 

1-507 



94-7 

2-507 



94-7 

6-507 


22-62530 

94-5 

1-469 



94-5 

2-469 



94-5 

3-469 



94-5 

6-469 



94-6 

1-469 



94-7 

1-469 



94-7 

2-469 



94-7 

6-469 


22-62530-1 

94-5 

1-469 



94-5 

2-469 



94-5 

3-469 



94-5 

6-469 



94-6 

1-469 



94-7 

1-469 



94-7 

2-469 



94-7 

6-469 


22-62531 

9U-B 

1-657 


22-62532 

94-5 

1-582 



94-5 

6-582 



94-5 

7-582 



94-6 

1-582 



94-7 

1-582 



94-7 

2-582 



94-7 

6-5Q2 


22-62533-1 

94-5 

1-462 



94-5 

2-462 



94-5 

3-462 



94.6 

1-462 



94-7 

1-462 



94-7 

2-462 



94-7 

6-462 
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22-6253*+ 

94-5 

1-510 



94-5 

6-510 



94-5 

7-510 



94-6 

1-510 



94-7 

1-510 



94-7 

2-510 



94-7 

4-510 



94-7 

6-510 


22-62535-1 

94-7 

3-615 



94-7 

4-615 


22-62535-5 

94-7 

3-615 



94-7 

4-615 


22-62535-003 

9^-7 

3-615 



94-7 

4-615 


22-62536-1 

94-5 

3-621.1 



94-7 

3-621.1 


22-62537-1 

94-5 

3-596 



94-6 

1-596 



94-7 

1-596 


22-62537-5 

94-5 

3-596 



94-6 

1-596 



94-7 

1-596 


22-62537-005 

94-5 

3-596 



94-6 

1-596 



94-7 

1-596 


22-62530-1 

94-5 

1-514 



94-5 

2-514 



94-5 

3-514 



94-6 

1-514 


22-62530-5 

94-5 

1-513 



94-5 

3-513 



94-6 

1-513 



94-7 

1-513 


22-62530-003 

94-5 

1-514 



I94-5 

2-514 



,94-5 

3-514 



!94-6 

1-514 


22-62539 

94-5 

1-503 



94-5 

6-503 



94-5 

7-503 



94-6 

1-503 



94-7 

1-503 



94-7 

2-503 



94-7 

6-583 


22-62541 

94-6 

1-592 



94-7 

1-592 



94-7 

2-592 



94-7 

6-592 


22-62542 

9 4-6 

1-648 



94-7 

1-648 



94-7 

2-648 



94-7 

6-648 


22-62543 

94-5 

1-519 



94-5 

6-519 



94-5 

7-519 



94-6 

1-519 



94-7 

1-519 



94-7 

2-519 



94-7 

6-519 


22-62544 

94-7 

2-6l4 



94-7 

6-614 


22-62545 

94-7 

3-622 


22-62545-3 

94-7 

3-622 


22-62547 

94-8 

1-652 


22-62547-803 

94-8 

1-652 



PART NUMBER 

CHAPTER 
A NO 
SUUECT 

FIGURE AND 
INDEX NUMBER 

' 9TY¬ 
PER 
ACFT. 

22-62548-1 

94-5 

1-464 



94-5 

2-464 



94-5 

3-464 



94.6 

1-464 



94-7 

1-464 



94-7 

2-464 



94-7 

6-464 


22-62550 

94-6 

1-590 



94-7 

1-590 



94-7 

2-598 



94-7 

6-598 


22-62551 

94 -6 

1-597 



94-7 

1-597 



94-7 

2-597 



94-7 

6-597 


22-62552 

94-8 

1-653 


22-62552-1 

94-8 

1-653 


22-62553-1 

94-2 

1-235 



94-6 

1-235 


22-62553-005 

94-2 

1-235 



94-6 

1-235 


22-62554-1 

94-2 

1-230 



94-5 

3-230 


22-62556-1 

94-7 

3-630 



94-7 

4-630 


22-62557-1 

94-8 

1-632 



94-7 

3-632 


22-62558 

94-5 

1-490 



94-5 

2-490 



94-5 

3-490 



94-6 

1-490 



94-7 

1-490 



94-7 

2-490 



94-7 

6-490 


22-62559 

94-5 

1-511 



94-6 

1-511 



94-7 

1-511 



94-7 

2-511 



94-8 

1-511 


22-62560 

94-5 

2-542 



94-5 

3-542 


22-62561 

94-8 

I-650 


22-62562 

94-5 

1-512 



94-5 

2-512 



94-6 

1-512 



94-7 

1-512 



94-7 

2-512 


22-62563-1 

94-7 

1-610 



94-7 

2-610 



94-7 

6-610 



94-e 

1-610 


22-62564-1 

94-6 

1-611 



94-7 

1-611 



94-7 

2-611 



94-8 

l-6ll 


22-62567-I 

94-8 

1-654 


22-62567-5 

94-8 

1-654 


22-62569-1 

94-5 

6-605 



94-6 

I-605 



94-7 

1-605 



94-7 

2-605 



94-7 

6-605 


22-62570-1 

94-3 

1-251 



94-6 

1-251 



94-7 

3-251 
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CONVAIR 


ILLUSTRATED PARTS CATALOG 


1 

PART NUMBER 

chapter 

and 

5 U EJECT 

FIGURE AND 
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22-62597-1 

94-5 

1-478 



94-5 

3-478 



9 4-6 

1-478 



94-7 

1-470 


22-62600 

94-5 

1-491 



94-5 

2-491 



94-5 

3-491 



94-6 

1-491 



94-7 

1-491 



94-7 

2-491 



94-7 

6-491 


22-62601 

94-5 

1-484 



94-5 

2-484 



94-5 

3-484 



94-6 

1-484 



94-7 

1-484 



94-7 

2-484 



94.7 

6-484 


22-62602 

94-5 

1-492 


i 

94-5 

2-492 



94-5 

3-492 



94-6 

1-492 



94-7 

1-492 



94-7 

2-492 



94-7 

6-492 


22-62603 

94-5 

1-488 



94-5 

2-488 



94-5 

3-488 



94-6 

1-488 



94-7 

1-488 



94-7 

2-488 



94-7 

6-488 


22-62604 

94-5 

1-493 



94.5 

2-493 



94-5 

3-493 



94-6 

1-493 



94-7 

1-493 



94-7 

2-493 



94-7 

6-493 


22-62605 

94-5 

1-485 



94-5 

2-485 



94-5 

3-485 



94-6 

1-485 



94-7 

1-485 


: 

94-7 

2-485 



94-7 

6-485 


22-62606 

94-5 

1-494 



94-5 

2-494 



94-5 

3-494 



94-6 

1-494 


l 

94-7 

2-494 



94-7 

6-494 


22-62607 

94-5 

1-483 



94-5 

2-403 



94-5 

3-403 



94-6 

1-483 



94-7 

1-483 



94-7 

£-483 



94-7 

6-463 


22-62606 

94-5 

3-615.1 



94-6 

1-615.1 



94-7 

1-615.1 



94-7 

2-615.1 



94-7 

3-615.1 



94-7 

4-615.1 



PART NUMBER 

CHAPTER 

AND 

SUUECT 

FIGURE AND 
INDEX NUMBER 

PTY. 

PER 

ACFT. 

22-62571 

91+-5 

1-503 


22-62572-1 

94-5 

3-615.2 


94-7 

3-615.2 



9A-7 

4-615.2 


22-62573-1 

94-7 

3-625 


22-62573-5 

9L-7 

3-625 


22-62576 

9^-5 

3-616.1 


94-7 

3-616.1 



94-7 

4-616.1 


22-62577 

94-5 

1-533 


22-62577 

94-5 

3-533 



94.6 

1-533 


22-62579 

94-5 

3-561 


94-6 

1-561 


22-62580 

94-5 

1-517 



94-5 

2-517 



94-5 

3-517 



94-6 

1-517 



94-7 

1-517 



94-7 

2-517 



94-7 

6-517 


22-62581 

94-5 

1-499 



94-5 

2-499 



94-5 

3-499 



94-6 

1-499 



94-7 

1-499 



94-7 

6-499 


22-62582-1 

94-7 

3-616 


94-7 

4-616 


22-62583-1 

94-7 

3-617 


94-7 

4-617 


22-62583-3 

94-7 

3-617 


94-7 

4-617 


22-62584-1 

94-7 

3-623 


94-7 

4-623 


22-625&7-1 

94-7 

3-610 


94-7 

4-610 


22-62538-1 

94-5 

1-626 



94-7 

3-626 


22-62569-1 

94-7 

3-633 


22-62591 

94-5 

1-655 


94-8 

1-655 


22-62592-1 

94-7 

3-627 


22-62592-5 

94-7 

3-627 


22-62593 

94-7 

3-637 


22-62594 

94-7 

3-627.1 


94-7 

4-627.1 


22-62595-1 

94-5 

1-472 


94-5 

2-472 


22-62595-5 

94-5 

1-472 



94-5 

2-472 


22-62595-803 

94-5 

1-472 


94-5 

2-472 


22-62596-1 

94-5 

3-551 



94-6 

1-551 



94-7 

1-551 


22-62596-3 

94-5 

3-551 



94-6 

1-551 



94-7 

1-551 


22-62596-5 

94-5 

3-551 



94-6 

1-551 



94-7 

1-551 


22-62596-003 

94-5 

3-551 


94-6 

1-551 



94-7 

1-551 
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22-62609 

94-5 

3-637.1 



94-7 

3-637.1 


22-62610 

9“»-5 

3-640.1 



94-7 

1-640.1 



94-7 

2-640.1 



94-7 

4-640.1 


22-62611 

94-8 

1-656 


22-62612 

94-6 

1-590 



94-7 

1-590 



94-7 

2-590 



94-0 

1-590 


22-62613 

94-5 

2-543 


22-62614-1 

94-3 

5-329 



94-5 

3-329 



94-3 

1-329 


22-62616 

94-5 

1-475 



94-6 

1-475 



94-7 

1-475 



94-7 

2-475 



94-7 

6-475 


22-62617 

94-5 

1-476 



94-5 

2-476 



94-5 

3-476 



94-6 

1-476 



94-7 

1-476 



94-7 

2-476 



94-7 

6-476 


22-62617-5 

94-5 

1-476 



94-5 

2-476 



94-5 

3-476 



94-6 

1-476 



94-7 

1-476 



94-7 

2-476 



94-7 

6-476 


22-6261Q-1 

94-5 

1-477 



94-5 

2-477 



94-5 

3-477 



94-6 

1-477 



94-7 

1-477 



94-7 

2-477 


22-62618-5 

94-5 

1-477 



94-5 

2-477 



94-5 

3-477 



94-6 

1-477 



94-7 

1-477 



94-7 

2-477 


22-62619 

94-5 

2-541 



94 -6 

1-541 



94-7 

1-541 



94-7 

2-541 



94-8 

1-541 


22-62620-803 

94-1 

5-127 



94-2 

1-127 


22-62621 

94-2 

1-217 



94-6 

1-217 



94-7 

1-217 



94-7 

2-217 



94-7 

6-217 


22-62622-1 

94-3 

4-318 



94-3 

5-316 



94-8 

1-318 


22-62623 

94-2 

1-247.1 



94-5 

3-247.1 



94-6 

1-247-1 



94-7 

1-247-1 



94-7 

2-247.1 



94-7 

6-247 -1 


22-62624 

94-6 

1-594 



94-7 

1-594 



94-7 

6-594 



PART NUMBER 

CHAPTER 

AND 

SUBJECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-62625 

94-5 

2-545 



94-5 

3-5^5 



94-6 

1-545 



94-7 

1-545 



94-7 

2-545 



94-7 

6-545 


22-62626 

94-6 

1-593 



94-7 

1-593 



94-7 

2-593 



94-7 

6-593 


22-62627-1 

94-5 

3-606 



94-6 

1-606 



94-7 

1-608 



94-7 

2-600 



94-7 

6-608 


22-62627-805 

94-5 

3-608 


94-6 

I-608 



94-7 

1-608 



94-7 

2-608 



94-7 

6-600 


22-62628-1 

94-7 

3-620 


22-62629-1 

94-7 

3-619 


94-7 

4-619 


22-62630 

94-8 

1-658 


22-62632 

94.7 

3-636 


22-62633 

94-7 

3-634 


94-7 

4-634 


22-62634-5 

94-7 

3-620 


94-7 

4-620 


22-62634-801 

94-7 

3-620 


94-7 

4-620 


22-62635 

94-6 

1-599 



94-7 

2-599 


22-62635-1 

94.6 

1-600 


22-62635-1 

94-7 

2-600 


22-62635-3 

94-6 

1-601 


22-62635-3 

94-7 

2-601 


94-7 

4-601 


22-62635-5 

94.6 

1-602 


22-62635-5 

94-7 

1-602 


94-7 

2-602 



94-7 

6-602 


22-63500 

94-2 

1-223 



94-3 

1-223 


22-63503-1 

94-3 

5-324 


94-8 

1-324 


22-63503-607 

94-3 

1-324 


94-3 

5-324 


22-63504-801 

94-1 

5-128 


94-2 

1-128 



94-6 

1-128 


22-63505-801 

94-1 

5-129 



94-2 

1-129 



94-3 

1-129 


22-63508-801 

94-1 

5-130 


94-2 

1-130 



94-6 

1-130 



94-7 

1-130 


22-63509 

94-3 

5-326 


22-63510 

94-3 

4-319 



94-3 

5-319 


22-63511 

94-3 

4-320 



94-3 

5-320 


22-63512 

94-2 

1-229 


22-63513 

94-3 

5-327 


22-63514-601 

94-1 

5-131 


94-2 

1-131 



94-3 

1-131 



Feb. 10/62 
C-2 


94-0 
Page 20 
















ELECTRICAL HARNESSES 
NUMERICAL PARTS 
LIST INDEX 


CONVAIR 88 


ILLUSTRATED PARTS CATALOG 


PART NUMBER 

:hapter 

AND 

SUBJECT 

FIGURE AND 
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< 

PART NUMBER 

IHAPTER 
AND , 
SUBJECT 1 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-63516 

94-3 

5*321 


22-63566 

?4-2 

1-241* 



94-6 

1-321 



94-3 

1-244 


22-63510 

94-2 

1-236 


22-63569 

94-1 

5-222 


22-63519 

94-3 

1-252 



94-2 

1-222 


22-63520 

94-3 

2-282 



94-5 

1-222 


22-63521 

94-3 

1-249 



94-5 

2-222 


22-63522 

94-3 

1-250 



94-5 

3-222 



94-6 

1-250 



94-6 

1-222 


22-63523 

94-2 

1-240 


22-63571 

94-3 

5-33 1 * 



94-6 

1-246 


22-63572 

94-3 

1-257 


22-63524 

94-3 

1-273 


22-63573 

94-3 

1-253 



94-3 

2-273 


22-63574 

94-3 

1-256 


22-63525 

94-3 

1-273 


22-63575 

94-3 

1-257 



94-3 

2-273 


22-63576 

94.3 

1-250 


22-63526 

94-3 

2-205 


22-63577 

94-3 

1-253*1 



94-3 

3-285 


22-63578 

94-3 

1-253.1 


22-63527 

94-3 

2-285 


22-63579 

94-3 

1-250 



94-3 

3-205 



94-3 

2-250 


22-63520 

94-3 

3-317 


22-63580 

94-3 

2-284 


22-63530 

94-3 

2-202 


22-63581 

94-1 

5-237 


22-63529 

94-3 

3-317 



94-2 

1-237 


22-63531 

94-2 

1-221 



94-6 

1-237 


22-63532 

94-2 

1-240 



94-7 

2-237 



94-3 

1-240 


22-63582 

94-3 

5-332 


22-63534 

94-3 

1-267 


22-63583 

94-3 

3-300.2 


22-63535 

94-3 

1-269 


22-63504 

94-3 

3-300 


22-63536 

94-3 

1-268 


22-63505 

94-3 

5-333 


22*63537 

94-3 

1-269 


22-63586 

94-2 

1-242 


22-63538 

94-3 

1-271 



94-6 

1-242 



94-3 

2-271 


22-63587 

94-3 

1-261 


22-63539 

94-3 

1-271 



94-3 

2-261 



94-3 

2-271 



94-3 

3-261 


22-63540 

94-3 

2-283 


22-63588 

94-3 

1-261 



94-3 

3-203 



94-3 

2-261 


22-63541 

94-3 

2-283 



94-3 

3-261 


22-63542 

94-3 

3-301.1 


22-63509 

94-3 

2-284 


22-63543 

94-3 

3-301.1 



94-3 

3-284 


22-63544 

94-2 

1-241 


22-63590 

94-3 

1-254 


22-63545 

94-3 

5-331 


22-63590-1 

94-3 

1-255 


22-63549 

94-3 

3*300 


22-63590-3 

94-3 

1-259 


22-63551 

94-3 

4-326.1 


22-63591 

94-3 

1-254 



94-3 

5-326.1 


22-63591*1 

94-3 

1-255 


22-63553 

94-2 

1-216 


22-63591-3 

94-3 

1-259 



94-3 

1-216 


22-63592 

94-3 

1-262 



94-3 

2-216 


22-63592-1 

94-3 

I-263 


22-63554 

94-2 

1-224 


22-63592-3 

94-3 

1-266 



94-3 

1-224 


22-63592-5 

94-3 

2-275 



94-3 

2-224 


22-63592-001 

94-3 

2-277 



94-3 

3-224 


22-63592-803 

94-3 

1-278 


22-63555 

94-3 

3-300.1 


22-63592-803 

94-3 

2-278 


22-63556 

94-2 

1-234 


22-63593 

94-3 

1-262 



94-3 

1-234 


22-63593-1 

94-3 

1-263 



94-6 

1-234 


22-63593-3 

94-3 

1-266 


22-63557 

94-2 

1-245 



94-3 

2-266 


22-63550 

94-3 

1-253 


22-63593-5 

94-3 

1-275 



94-3 

2-253 



94-3 

2-275 


22-63559 

94-3 

1-256 


22-63593-001 

94-3 

2-277 


22-63560.1 

94-2 

1-219 


22-63594 

94-3 

2-288 


22-63561-1 

94-3 

5-320 



94-3 

3-288 


22-63562-1 

94-1 

5-210 


22-63594-1 

94-3 

2-290 



94-2 

1-210 


22-63594-3 

94-3 

2-292 


22-63563-1 

94-3 

5-322 


22-63594-5 

94-3 

3-295* 


22-63564 

94-2 

1-220 


22-63594-001 

94-3 

3-296 



94-5 

4-220 


22-63594-003 

94-3 

3-298 


22-63565 

94-3 

5-323 
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CONVAIR QS 


ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
NUMERICAL PARTS 
LIST INDEX 


PART NUMBER 

CHAPTER 

AND 

SUBJECT 

1 FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT, 

22-63595 

94-3 

2-286 



94-3 

3-286 


22-63595-1 

94-3 

2-288 


22-63595-3 

94-3 

2-290 


22-63595-5 

94-3 

2-292 


22-63595-601 

94-3 

3-294 


22-63595-803 

94-3 

3-298 


22-63596 

94-3 

3-309 


22-63596-1 

94-3 

3-310 


22-63596-3 

94-3 

3-3U 


22-63596-5 

94-3 

3-312 


22-63596-601 

94-3 

3-313 


22-63596-003 

94-3 

3-313.1 


22-63597 

94-3 

3-308 


22-63597-1 

94-3 

3-309 


22-63597-3 

94-3 

3-310 


22-63597-5 

94-3 

3-3U 


22-63597-801 

94-3 

3-312 


22-63597-003 

94-3 

3-313 


22-63590 

94-3 

3-316 



94-3 

5-316 


22-63599 

94-3 

3-314 



94-3 

5-314 


22-63599-1 

94-3 

3-315 


22-63600 

94-3 

1-260 


22-63600-1 

94-3 

1-264 


22-63600-3 

94-3 

1-265 


22-63600-5 

94-3 

2-274 


22-63600-601 

94-3 

2-276 


22-63601 

94-3 

1-260 


22-63601-1 

94-3 

1-264 


22-63601-3 

94-3 

1-265 



94-3 

2-265 


22-63601-5 

94-3 

2-274 


22-63601-801 

94-3 

2-276 


22-63602 

94-3 

2-287 



94-3 

3-287 


22-63602-1 

94-3 

2-289 


22-63602-3 

94-3 

2-291 


22-63602-5 

94-3 

2-293 


22-63602-801 

94-3 

3-295 


22-63602-803 

94-3 

3-297 


22-63603 

94-3 

2-287 



94-3 

3-287 


22-63603-1 

94-3 

2-289 


22-63603-3 

94-3 

2-291 


22-63603-5 

94-3 

2-293 


22-63603-801 

94-3 

3-295 


22-63603-803 

94-3 

3-297 


22-63604 

94-3 

3-301 


22-63604-1 

94-3 

3-302.1 


22-63604-3 

94-3 

3-303 


22-63604-5 

94-3 

3-304 


22-63604-floi 

94-3 

3-305 


22-63604-803 

94-3 

3-306 


22-63604-805 

94-3 

3-307 


22-63605 

94-3 

3-301 


22-63605-1 

94-3 

3-302 


22-63605-3 

94-3 

3-303 


22-63605-5 

94-3 

3-304 


22-63605-801 

94-3 

3-305 


22-63605-803 

94-3 

3-306 


22-63605-805 

94-3 

3-307 


22-63607 

94-2 

1-255 



94-3 

1-225 



94-3 

3-225 



PART NUMBER 

CHAPTER 

AND 

SUBJECT 

1 FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-63607-1 

94-2 

1-226 



94-3 

1-226 


22-63607-3 

94-2 

1-227 



94-3 

1-227 



94-3 

2-227 


22-63607-5 

94-2 

1-228 



94-3 

2-228 



94-3 

3-228 


22-63609 

94-2 

1-238 


22-63611 

94-3 

5-329.1 


22-63612 

94-7 

2-612 


22-63613 

94-7 

2-612.1 


22-63614 

94-7 

2-613 


22-63615 

94-7 

6-646 


22-63616 

94-7 

6-647 



94-8 

1-647 


22-63617 

94-3 

2-201 



94-7 

2-281 


22-63621 

94-2 

1-246 


22-63622 

94-3 

3-300.3 



94-3 

5-300.3 


22-64302-1 

94-11 

1-731 



94-11 

3-781 


22-64302-15 

94-11 

1-781 


22-64302-17 

94-11 

1-702 


22-64302-19 

94-11 

4-007 


22-64302-23 

94-11 

1-780 


22-64302-25 

94-11 

1-700 


22-64302-27 

94-11 

1-781 


22-64302-29 

94-11 

4-805 


22-64302-3 

94-11 

4-805 



94-11 

5-805 


22-64302-31 

94-11 

1-782 


22-64302-33 

94-11 

4-806 


22-64302-35 

94-11 

4-007 


22-64302-37 

94-11 

1-701 


22-64302-39 

94-11 

1-702 


22-64302-41 

94-11 

4-807 


22-64302-43 

94-11 

1-780 


22-64302-45 

94-11 

1-700 


22-64302-5 

94-11 

1-782 



94-11 

3-782 


22-64302-7 

94-11 

4-806 



94-11 

5-806 


22-64302-9 

94-11 

4-007 



94-11 

5-807 


22-64502 

94-10 

2-746 



94-11 

5-746 


22-64503 

94-10 

2-724 



94-11 

5-724 


22-64504 

94-10 

5-786 


22-64506 

94-10 

5-768 



94-11 

3-768 


22-64507 

94-10 

5-769 


22-64507-011 

94-10 

5-769 


22-64508 

94-10 

4-765.1 


22-64509 

94-11 

2-703 


22-645U 

94-10 

1-718 



94-11 

3-718 


22-64512 

94-10 

2-748 


22-64513 

94-10 

1-719 



94-11 

3-719 


22-64514 

94-10 

2-749 


22-64515 

94-10 

2-795 



94-11 

3-795 



94-11 

5-795 
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ELECTRICAL HARNESSES 
NUMERICAL PARTS 
LIST INDEX 


CONVAIR 83 ] 


ILLUSTRATED PARTS CATALOG 




PART NUMBER 

CHAPTER 

AND 

SUBJECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-64516 

94-11 

3-795 


22-64516 

94-11 

5-795.1 


22-64517 

94-11 

3-796 



94-11 

5-796 


22-64518 

94-11 

3-796 


22-64518 

94-11 

5-796.1 


22-64519 

94-11 

2-709 


22-64520-1 

94-10 

2-730 


22-64521-1 

94-10 

2-722 


22-64522-1 

94-10 

2-731 


22-64523-1 

94-10 

2-732 


22-64524-1 

94-10 

2-733 


22-64525-1 

94-10 

2-734 


22-64526-1 

94-10 

1-699 



94-11 

3-699 



94-11 

5-699 


22-64527-1 

94-10 

1-697 



94-11 

3-697 



94-11 

5-697 


22-64528-1 

94-10 

1-698 



94-11 

3-693 


22-64529-1 

94-10 

1-700 



94-11 

3-700 


22-64530-1 

94-10 

1-701 



94-11 

3-701 



94-11 

5-701 



94-11 

7-701 


22-64531-1 

94-10 

1-681 



94-11 

3-681 


22-64532 

94-10 

1-682 



94-11 

3-682 



94-11 

5-682 


22-64533 

94-10 

1-702 



94-n 

3-702 



94-11 

5-702 


22-64534-1 

94-10 

1-706 



94-11 

3-706 



94-11 

5-706 


22-64535 

94-10 

1-720 



94-10 

2-720 



94-11 

5-720 


22-64536 

94-7 

3-623.1 



94-10 

2-623.1 



94-11 

5-623.1 


22-64357-1 

94-10 

2-735 



94-11 

5-735 


22-64538-1 

94-10 

2-753 



94-11 

5-758 


22-64539 

94-10 

2-736 



94-11 

5-736 


22-64540-1 

94-10 

2-737 



94-11 

5-737 


22-64541 

94-10 

1-686 



94-11 

3-686 



94-11 

5-686 



94-11 

7-686 


22-64542 

94-10 

2-728 


22-64543 

94-10 

2-750 


22-64544 

94-10 

1-713 



94-10 

2-713 



94-11 

3-713 



94-11 

5-713 


22-64545 

94-7 

3-790 



94-11 

2-790 


22-64546 

94-11 

2-790.1 



PART NUMBER 

CHAPTER 

AND 

SUBJECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-64547 

94-10 

1-715 



94-11 

3-715 



94-11 

5-715 


22-64548 

94-10 

2-738 


22-64549 

94-10 

1-687 


94-11 

3-687 



94-11 

5-607 


22-64550 

94-10 

1-703 



94-11 

3-703 



94-11 

5-703 


22-64551-1 : 

94-10 

1-705 



94-11 

3-705 


22-64552 

94-10 

2-751 


22-64553 

94-10 

1-799 


94-11 

3-799 



94-11 

5-799 


22-64554 

94-10 

2-752 



94-11 

5-752 


22-64555 

94-10 

2-740 


94-10 

4-740 


22-64564 

94-10 

2-741 


22-64569 

94-10 

1-714 


94-11 

3-714 



94-11 

5-714 


22-64570 

94-10 

2-753 


22-64571 

94-10 

1-717 


94-11 

3-717 


22-64573-1 

94-10 

1-707 



94-11 

3-707 



94-11 

5-707 



94-11 

7-707 


22-64574 

94-10 

2-725 



94-11 

5-725 


22-64575 

94-10 

1-686 


94-11 

3-688 



94-11 

5-688 


22-64576 

94-10 

2-726 


94-11 

5-726 


22-64577 

94-10 

1-689 


94-11 

3-689 



94-11 

5-689 


22-64578 

94-10 

1-605 


94-10 

2-685 



94-11 

5-685 


22-64579 

94-10 

1-690 


94-11 

3-690 



94-11 

5-690 


22-64580 

94-10 

2-729 


94-11 

5-729 


22-64581 

94-10 

1-603 


94-11 

3-683 



94-11 

5-683 


22-64582-1 

94-10 

2-721 


22-64583-1 

94-10 

1-703.1 


22-64505-1 

94-11 

2-792 


22-64589 

94-11 

2-794 


22-64592 

94-10 

2-742 


22-64593 

94-10 

2-743 


22-64594 

94-10 

4-764 


22-64595 

94-10 

3-759 


94-10 

4-759 


22-64596-1 

94-10 

2-739 


22-64597-1 

94-10 

1-708 


94-10 

2-708 


22-64590 

94-10 

£-744 


22-64599 

94-10 

1-709 
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CON V AIR SS 


ILLUSTRATED 


PARTS CATALOG 


electrical harnesses 
numerical parts 

LIST INDEX 


PART NUMBER 

CHAPTER 

AND 

SUBJECT 

FIGURE AND 
INDEX NUMBER 

QTY. 
PER 
AC FT* 

22-64599-1 

94-10 

1-709 


22-64600 

94-10 

2-723 


22-64601 

94-10 

I-691 



94-10 

2-691 



94-10 

5-691 


22-64602 

94-11 

3-691 


94-10 

2-757 


22-64603 

94-10 

1-710 


22-646o6 

94-10 

2-710 


94-10 

2-756 


22-64606-1 

94-10 

2-756 


22-64608 

94-10 

4-756 


94-11 

2-703-1 


22-64611 

94-10 

3-761 


22-64612 

94-10 

4-761 


94-10 

2-745 


22-64613 

94-10 

3-762 


22-64614 

94-10 

4-762 


94-10 

4-763 


22-64615 

94-10 

1-696 


22-64615 

94-10 

2-721.1 


22-64616 

94-10 

3-760 


22-64616 

94-10 

4-765 


22-64617 

94-11 

6-819 


22-64617-1 

94-11 

6-620 


22-64617-3 

94-11 

6-023 


22-64617-5 

94-11 

6-010 


22-64617-001 

94-11 

6-021 


22-64617-003 

94-11 

6-022 


22-64618 

94-11 

6-010 


22-64618-1 

94-11 

6-021 


22-64618-3 

94-11 

6-022 


22-64610-5 

94-11 

6-020 


22-64610-001 

94-11 

6-023 


22-6461B-0O3 

94-11 

6-819 


22-64619 

94-11 

2-704 


22-64620 

94-11 

2-705 


22-64621 

94-10 

1-694 



94-10 

2-694 


22-64621-3 

94-11 

5-694 


94-10 

1-695 


22-64621-3 

94-11 

3-695 


22-64622-1 

94-10 

1-7H 


22-64622-3 

22-64623-1 

94-10 

2-711 


94-10 

94-11 

1-712 

4-000 


22-64623-3 

94-11 

4-009 


22-64623-5 

94-11 

4-011 


22-64623-001 

94-11 

4-003 


22-64623-803 

94-11 

4-010 


22-64623-005 

94-11 

4-012 


22-64624-1 

94-11 

4-000 


22-64624-3 

94-11 

4-009 


22-64624-5 

94-11 

4-811 


22-64624-001 

94-11 

4-003 


22-64624-003 

94-11 

4-8lo 


22-64624-005 

94-11 

4-012 


22-64625 

94-11 

1-777 


22-64625-1 

94-11 

1-775 


22-64625-3 

94-11 

1-774 


22-64625-5 

94-11 

1-772 


22-64625-001 

94-11 

1-776 


22-64625-003 

94-11 

1-773 


22-64625-005 

l 

94-11 

1-771 



PART NUMBER 

CHAPTER 

AND 

SUBJECT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-64626 

94-11 

1-777 


22-64626-1 

94-11 

1-775 


22-64626-3 

94-11 

1-774 


22-64626-5 

94-11 

1-772 


22-64626-001 

94-11 

1-776 


22-64626-803 

94-11 

1-773 


22-64626-005 

94-11 

1-771 


22-64627 

94-11 

1-779 


22-64627-1 

94-11 

1-778 


22-64620 

94-11 

1-779 


22-64620-1 

94-11 

1-770 


22-64629 

.94-7 

3-692 



94-10 

1-692 



94-11 

3-692 



94-11 

5-692 


22-64630 

94-10 

2-754 


22-64631 

94-10 

1-716 



94-11 

3-716 


22-64633-1 

94-7 

3-624 



94-7 

4-624 


22-64634-1 

94-7 

3-629 


22-64634-5 

94-7 

3-629 


22-64634-001 

94-7 

3-629 


22-64635 

94-10 

1-604 



94-11 

3-604 


22-64636 

94-10 

2-755 


22-64637-1 

94-11 

3-790 



94-11 

5-790 


22-64630-1 

,94-11 

3-797 



94-11 

5-797 


22-64639-1 

94-11 

3-797 


22-64639-1 

94-11 

5-797*1 


22-64640-1 

94-11 

3-790 


22-64640-1 

94-11 

5-790.1 


22-64641 

94-10 

5-770 


22-64641-1 

94-10 

5-770 


22-64642 

94-11 

5-016 


22-64643 

94-11 

5-016 


22-64644 

94-11 

5-015 


22-64644-001 

94-11 

5-015 


22-64645 

94-11 

5-015 


22-64646 

94-11 

5-817 


22-64646-601 

'94-11 

5-017 


22-64647 

94-11 

5-017 


22-64647-001 

94-11 

5-017 


22-64640 

94-11 

4-004 


22-64648-1 

94-11 

4-000 


22-64649 

94-11 

4-001 


22-64649-1 

94-11 

4-002 


22-64650 

94-11 

4-001 


22-64650-1 

94-11 

4-002 


22-64651 

94-11 

4-004 


22-64651-1 

94-11 

4-000 


22-64900 

94-12 

1-029 


22-64901 

94-12 

2-044 


22-64902 

94-12 

3-861 


22-64903 

94-12 

4-Q79 


22-64904 

94-12 

1-036 


22-64904-1 

94-12 

1-036 


22-64904-003 

94-12 

1-036 


22-64905 

94-12 

2-052 


22-64905-1 

94-12 

2-852 


22-64905-003 

94-12 

2-052 


22-64906 

94-12 

3-069 
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ILLUSTRATED PARTS CATALOG 


PART NUMBER 

CHAPTER 

AND 

SUWtCT 

FIGURE AND 
INDEX NUMBER 

QTY. 

PER 

ACFT. 

22-64906-1 

94-12 

3-869 


22-64906-3 

94-12 

3-869 


22-64907 

94-12 

4-866 


22-64907-1 

94-12 

4-866 


22-64907-3 

94-12 

4-886 


22-64912 

94-12 

1-838 


22-64913 

94-12 

2-854 


22-64914 

94-12 

3-871 


22-64915 

94-12 

4-888 


22-64916 

94-12 

1-830 


22-64917 

94-12 

2-845 


22-64919 

94-12 

3-862 


22-64919 

94-12 

4-880 


22-64920 

94-12 

1-839 


22-64921 

94-12 

2-855 


22-64922 

94-12 

3-872 


22-64923 

94-12 

4-889 


22-64925 

94-12 

2-847 


22-64920 

94-12 

3-864 


22-64929 

94-12 

1-842 


22-64929-1 

94-12 

2-859 


22-64929-909 

94-12 

4-892 


22-64929-811 

94-12 

3-876 


22-64930 

94-12 

1-831 


22-64931 

94-12 

2-846 


22-64932 

94-12 

3-863 


22-64933 

94-12 

4-801 


22-64934 

94-12 

1-832 


22-64934-1 

94-12 

1-832 


22-64935 

94-12 

2-840 


22-64935-1 

94-12 

2-048 


22-64936 

94-12 

3-865 


22-64936-1 

94-12 

3-865 


22-64937 

94-12 

4-882 


22-64937-1 

94-12 

4-082 


22-64933-1 

94-12 

1-034 



94-12 

2-034 



94-12 

3-834 



94-12 

4-834 


22-64939 

94-12 

1-833 


22-64940 

94-12 

2-849 


22-64941 

94-12 

3-066 


22-64942 

94-12 

4-883 


22-64943 

94-12 

1-840 


22-64944 

94-12 

2-056 


22-64945 

94-12 

3-873 


22-64946 

94-12 

4-890 


22-64947 

94-12 

1-035 


22-64940 

94-12 

2-051 


22-64949 

94-12 

3-868 


22-64950 

94-12 

4-885 


22-64951 

94-12 

2-850 



94-12 

3-858 


22-64951-1 

94-12 

2-058 



94-12 

3-858 


22-64952 

94-12 

1-837 


22-64953 

94-12 

2-053 


22-64954 

94-12 

3-870 


22-64955 

94-12 

4-087 


22-64961-1 

94-12 

1-641 


22-64962-1 

94-12 

2-057 


22-64963-1 

94-12 

3-874 


22-64964-1 

94-12 

4-891 


22-64966 

94-12 

3-877 



94-12 

4-877 



PART NUMBER 

CHAPTER 
A NO 
SUBJECT 

FIGURE AND 
INOEX NUMBER 

QTY. 

PER 

AC FT. 

22-64975 

94-11 

7-824 


22-64977-1 

94-11 

7-827 


22-64978-1 

94-11 

7-020 


22-64979 

94-11 

7-825 


22-74902 

94-11 

5-613 



94-11 

7-813 


22-64902-001 

94-11 

5-813 



94-11 

7-813 


22-64904 

94-11 

5-814 


94-11 

7-014 


22-64984-801 

94-11 

5-8l4 



94-11 

7-814 


22-64985 

94-11 

7-026 


22-64985-1 

94-11 

7-026 


22-64988 

94-11 

2-786 


22-64989 

94-11 

2-787 


22-64990 

94-11 

2-793 


22-64991 

94-11 

2-786.1 


22-64992 

94-11 

2-787 


22-64993 

94-11 

2-793 


22-65507 

94-12 

1-843 



94-12 

2-843 



94-12 

3-843 



94-12 

4-843 


22-65507-3 

94-12 

1-843 



94-12 

2-043 



94-12 

3-843 



94-12 

4-843 


22-65507-801 

94-12 

1-043 



94-12 

2-643 



94-12 

3-043 



94-12 

4-843 


22-66501 

94-9 

1-660 



94-9 

2-660 


22-66502 

94-9 

1-666 


22-66503 

94-9 

1-667 


22-66506 

94-9 

1-662 


22-66506 

94-9 

1-662.1 


22-66507 

94-9 

1-663 


22-66500 

94-9 

1-668 


22-66509 

94-9 

1-669 


22-66510 

94-9 

1-670 


22-66510 

94-9 

1-670.1 


22-66511 

94-9 

1-664 


22-66512 

94-9 

1-665 


22-66514 

94-9 

1-661.1 


22-66514-005 

94-9 

1-661.1 


22-66515 

94-9 

1-659.1 


22-66515-1 

94-9 

1-659-1 


22-66516 

94-9 

1-671 


22-66518-801 

94-9 

1-672 


22-66600 

94-9 

2-674 


22-66601 

94-9 

2-675 


22-66602 

94-9 

2-676 


22-66603 

94-9 

3-679.1 


22-66604 

94-9 

3-679 


22-66605 

94-9 

3-670 


22-66606 

94-9 

3-679.1 


22-66607 

94-9 

3-679 


22-66608 

94-9 

3-678 


22-66609 

94-9 

1-677 


94-9 

2-677 


22-66610 

94-9 

3-600 


22-66611 

94-9 

3-680 
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CON V AIR 88 


ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 


PART NUMBER 


1 2 3 4 5 6 


NOMENCLATURE 


USAGE 

CODE 


FROM TO 


UNITS 

PER 

ASSEMBLY 


1 


1 22-61863 

2 22-61864 

3 22-61791 


4 


PT06E1B-11S 
MS3100R1GSL4P 
22-61865-1 


22-61865-3 


6 


PT06E10-1 IS 
22-61533 


36151 

36153 

320559 


PILOT AND COPILOT CONSOLE ELECTRICAL 

HARNESSES SEE 22-61001 
. HARNESS ASSEMBLY, CENTER WINDSHIELD TO 
CONTROL BOX 

. HARNESS ASSEMBLY, COPILOT WINDSHIELD TO 
CONTROL BOX 

. HARNESS ASSEMBLY, PILOT WINDSHIELD TO 
CONTROL BOX 

. * CONNECTOR, CONVAIR 92-40325-044 -V77820- 
. . RECEPTACLE, PILOT WINDSHIELD 
- HARNESS ASSEMBLY, WINDSHIELD CONTROL RELAYS 
TO PERMANENT SPLICE 

• HARNESS ASSEMBLY, WINDSHIELD CONTROL RELAYS 

TO PERMANENT SPLICE 

• , CONNECTOR, CONVAIR 92-40325-044 -V77B20- 

• HARNESS ASSEMBLY, CONSOLE LIGHT CONTROL 

TO FLOOD LIGHTS LH 

. . TERMINAL, CONVAIR 90-90305-001 -V00779- 
. . TERMINAL, CONVAIR 98-90805-003 -V00779- 
. . SPLICE, CONVAIR 98-34001-003 -V00779- 


2 

1 

13 

10 

6 


9^-1 
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ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


CONVAIR QQ’ 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

T'tS 

1 - 7 

22-61868 

. HARNESS ASSEMBLY. COPILOT SLIDING WINDOW TO 

1 


1 



PERMANENT SPLICE 




- 0 

22-61532 

. HARNESS ASSEMBLY, CONSOLE LIGHT CONTROL 

1 


1 



TO FLOOD LIGHTS RH 





36153 

. . TERMINAL. CONVAIR 9S-9080S-003 -V00779- 

1 


21 


320559 

• • SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


1 

- 9 

22-61536 

• HARNESS ASSEMBLY, FUEL TANK CONTROL PANEL 1 

1 


1 



TO PERMANENT SPLICE 





320553 

, - TERMINAL, CONVAIR 90-90305-020 -V00779- 

1 


17 


36153 

. . TERMINAL, CONVAIR 9B-9080S-003 -V007/9- 

1 


1 


36151 

• • TERMINAL, CONVAIR 93-90905-001 -V00779- 

1 


7 


1-021-1 

. . CONNECTOR, CONVAIR 92-47000-076 -V95712- 

1 


1 


165-61 

. . CONNECTOR. CONVAIR 92-40058-009 -V02660- 

1 


1 

- 10 

22-61537 

• HARNESS ASSEMBLY, FUEL CONTROL PANEL 3 

1 


1 



TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 90-90605-003 -V007/9- 

1 


1 


36151 

- . TERMINAL, CONVAIR 9B-90805-001 -V00779- 

1 


9 


320553 

. . TERMINAL, CONVAIR 98-90805-020 -VU0779- 

1 


11 


165-61 

* . CONNECTOR, CONVAIR 92-40050-009 -V02660- 

1 


1 


1-B17-1 

. * CONNECTOR, CONVAIR 92-47000-020 -V9_>712- 

1 


1 

- 11 

22-6153B 

. HARNESS ASSEMBLY, FUEL CONTROL PANEL TANK 2 

1 


1 



TO PERMANENT SPLICE 





36151 

. . TERMINAL, CONVAIR 9B-90805-001 -V0Q779- 

1 


7 


320553 

. . TERMINAL, CONVAIR 98-90605-020 -V00779- 

1 


15 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


165-61 

. . CONNECTOR. CONVAIR 92-40058-009 -V02660- 

1 


1 


1-B20-1 

. . CONNECTOR, CONVAIR 92-47000-025 -V9S712- 

1 


1 

- 12 

22-61555 

. HARNESS ASSEMBLY, FUEL CONTROL PANEL TANK 4 

1 


1 



TO PERMANENT SPLICES 





1-822-1 

- . CONNECTOR, CONVAIR 92-47000-027 -V957I2- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


l 


320553 

- , TERMINAL, CONVAIR 90-90005-020 -V00779- 

1 


18 


36151 

. . TERMINAL, CONVAIR 98-90305-001 -V00779- 

1 


0 


165-61 

. * CONNECTOR, CONVAIR 92-40058-009 -V02660- 

1 


1 
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PILOT AND COPILOT PEDESTAL ELECTRICAL HARNESSES 

FIGURE 2 


























ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


CONVAIR ©©] 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 


USA< 

CO 

GE 

)E 

UNITS 

PER 

ASSEMBLY 

NOMENCLATURE 

1 2 3 4 5 6 

FROM 

TO 

2 


PILOT AND COPILOT PEDESTAL ELECTRICAL 






HARNESSES SEE 22-61001 




- 13 

22-61678 

. HARNESS ASSEMBLY, PHD PEDESTAL PANEL TO 

1 


1 



PERMANENT SPLICE 





320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


8 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


2 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


3 

- 14 

22-61859 

* HARNESS ASSEMBLY, PEDESTAL PANEL LIGHTS TO 

1 


1 



AFT PEDESTAL RADIO TERMINAL STRIP 




- 15 

22-61731-1 

. HARNESS ASSEMBLY, AUTOPILOT CONTROLLER TO 

1 


1 



PERMANENT SPLICE 





DD50S 

. . CONNECTOR, CONVAIR 92-50222-001 -V71468- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


? 

- 16 

22-61732-1 

. HARNESS ASSEMBLY, AUTOPILOT CONTROLLER TO 

1 


1 



AUTOPILOT RACK PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00T79- 

1 


2 

- 20 

22-61615-803 

• HARNESS ASSEMBLY, AFT PEDESTAL CONTROL 

A 


1 



PANEL TO PERMANENT SPLICE 





22-61615-1 

. HARNESS ASSEMBLY, AFT PEDESTAL CONTROL 

2 

B 

1 



PANEL TO PERMANENT SPLICE 





320553 

. . TERMINAL, CONVAIR 98-90805-020 -V0D779- 

1 


3 


36153 

„ . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


b 


36151 

. . TERMINAL, CONVAIR 9B-90805-001 -V00779- 

1 


15 

• 21 

22-61663 

. HARNESS ASSEMBLY, POWER LEVER SWITCH 

1 


1 



ENGINE 1 TO PERMANENT SPLICE 




- 22 

22-61665 

. HARNESS ASSEMBLY, POWER LEVER SWITCH 

1 


1 



ENGINE 2 TO PERMANENT SPLICE 




- 23 

22-61666 

. HARNESS ASSEMBLY, POWER LEVER SWITCH 

1 


1 



ENGINE 3 TO PERMANENT SPLICE 




- 24 

22-61664 

. HARNESS ASSEMBLY, POWER LEVER SWITCH 

1 


1 



ENGINE >t TO PERMANENT SPLICE 





320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

l 


2 

- 25 

22-61571 

. HARNESS ASSEMBLY, POWER LEVEL SWITCHES 3 

1 


1 



AND M TO PERMANENT SPLICE 





320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


8 

- 26 

22-61907 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO FLAP 

1 


1 



SELECTOR HANDLE LIMIT SWITCH STA 250 






A AIRPLANES 1, 9 AND ON 
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PILOT OVERHEAD ELECTRICAL HARNESSES 
FIGURE 3 

























ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


CONVAIR QQ] 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

3 


PILOT OVERHEAD ELECTRICAL HARNESSES 






SEE 22-61001 




- 27 

22-61505-1 

. HARNESS ASSEMBLY* STARTER AND EXTERIOR 

1 


1 



LIGHT PANEL TO PERMANENT SPLICE 





36151 

. , TERMINAL* CONVAIR 98-90005-001 -V00779- 

1 


15 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

I 


3 


320553 

. * TERMINAL* CONVAIR 90-90005-020 -V00779- 

1 


10 

- 29 

22-61515 

* HARNESS ASSEMBLY* OVERHEAD ENGINE BLEED 

1 


1 



CONTROL PANEL TO PERMANENT SPLICE 





320553 

. . TERMINAL, CONVAIR 98-90005-020 -V00779- 

1 


24 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 

- 29 

22-61535 

. HARNESS ASSEMBLY, ENGINE 1 STARTER SWITCH 

1 


1 



TO STARTER RELAY 





36151 

. . TERMINAL, CONVAIR 98-90B05-001 -V00779- 

1 


3 

- 30 

22-61679 

. HARNESS ASSEMBLY, ENGINE 1 BLEED AIR VALVE 

1 


1 



SWITCH TO PERMANENT SPLICE 




- 31 

22-61600 

. HARNESS ASSEMBLY, ENGINE 3 BLEED AIR VALVE 

1 


1 



SWITCH TO PERMANENT SPLICE 




- 32 

22-61601 

* HARNESS ASSEMBLY* ENGINE 2 BLEED AIR VALVE 

1 


1 



SWITCH TO PERMANENT SPLICE 




- 33 

22-61682 

. HARNESS ASSEMBLY, ENGINE 4 BLEED AIR VALVE 

1 


1 



SWITCH TO PERMANENT SPLICE 





36157 

. . TERMINAL, CONVAIR 9B-90B05-00B -V00779- 

1 


2 


320562 

. . SPLICE, CONVAIR 90-34001-001 -V00779- 

1 


1 

- 34 

22-61606 

. HARNESS ASSEMBLY* ENGINE 3 STARTER SWITCH 

1 


1 



TO PERMANENT SPLICE 





36151 

* * TERMINAL* CONVAIR 90-90005-001 -V00779- 

1 


0 

- 35 

22-61607 

• HARNESS ASSEMBLY* ENGINE 2 STARTER SWITCH 

1 


1 



TO STARTER RELAY 




- 36 

22-61600 

* HARNESS ASSEMBLY, ENGINE 4 STARTER SWITCH 

1 


1 



TO STARTER RELAY 





36151 

. . TERMINAL* CONVAIR 98-90905-001 -V00779- 

1 


3 

- 37 

22-61506 

. HARNESS ASSEMBLY, OVERHEAD INTERIOR LIGHT 

1 


1 



PANEL TO PERMANENT SPLICE 





22-61379 

• . TERMINAL, GROUND 

1 


1 


320559 

• . SPLICE, CONVAIR 90-34001-003 -V00779- 

1 


B 


36151 

. * TERMINAL, CONVAIR 90-90005-001 -V00779- 

1 


17 


320553 

• . TERMINAL* CONVAIR 98-90805-020 -V00779- 

1 


5 


36149 

. . TERMINAL* CONVAIR 98-90805-027 -V00779- 

1 


6 
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CONVAIR 88] 


ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

3 * 38 

22-61509 

. HARNESS ASSEMBLY, ANTI-ICE AND DEFOG SNITCH 

1 


1 



TO PERMANENT SPLICE 





320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


5 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


10 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


l 


320553 

• - TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


1 

- 39 

22-61512-1 

. HARNESS ASSEMBLY, OVERHEAO EXCESS HEAT AND 

1 


1 



ISOLATION PANEL TO PERMANENT SPLICE 





320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


34 


36151 

. . TERMINAL, CONVAIR 9B-90B05-001 -V00779- 

1 


2 

- 1*0 

22-61534-1 

. HARNESS ASSEMBLY, OVERHEAO EXTERIOR LIGHT 

1 


1 



PANEL TO PERMANENT SPLICE 





320553 

. . TERMINAL, CONVAIR 96-90B0S-020 -V00779- 

1 


2 


320574 

. • TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


6 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


2 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

l 


13 

- 42 

22-61761-1 

. HARNESS ASSEMBLY, TANK 1 FUEL PUMP 

1 


1 



NON-ESSENTIAL PONER TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90B05-003 -V00779- 

1 


6 

- 43 

22-61520 

. HARNESS ASSEMBLY, COPILOT MAP LIGHT CONTROL 

1 


1 



TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 

- 44 

22-61847 

. HARNESS ASSEMBLY, WARNING HORN AND OELL 

1 


1 



TO PERMANENT SPLICE LH 





36151 

- . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


2 


36153 

. * TERMINAL, CONVAIR 98-90805-003 -V00779- 

l 


4 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00797- 

1 


1 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


1 

- 45 

22-61508-1 

. HARNESS ASSEMBLY, OVERHEAO ENGINE ANTI-ICE 

A 


1 



LIGHT PANEL TO PERMANENT SPLICE 





22-61508 

. HARNESS ASSEMBLY, OVERHEAD ENGINE ANTI-ICE 

2 

7 

1 



LIGHT PANEL TO PERMANENT SPLICE 





36151 

. . TERMINAL, CONVAIR 9B-90B05-001 -V00779- 

1 


17 


36157 

. . TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


10 


320553 

. . TERMINAL, CONVAIR 9B-90B05-020 -V00779- 

1 


17 



A AIRPLANES 1, 8 AND ON 
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ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


CONVAIR S8' 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

PART NUMBER 

NOMENCLATURE 

USAGE 

CODE 

UNITS 

PER 



INDEX NO. 


1 2 3 4 5 6 

FROM 

TO 

ASSEMBLY 

3-46 

22-6ISt1-1 

• HARNESS ASSEMBLY, WING ANTI-ICE MALFUNCTION 

A 


1 



LIGHTS TO PERMANENT SPLICE 





22-61511 

- HARNESS ASSEMBLY, WING ANTI-ICE MALFUNCTION 

2 

7 

1 



LIGHTS TO PLRMANENT SPLICE 





320567 

. . TERMINAL, CONVAIR 9B-9QB05-015 -V00779- 

1 


3 


36153 

. . TERMINAL, CONVAIR 98-90B05-003 -V00779- 

1 


1 


36151 

. . TERMINAL, CONVAIR 98-90005-001 -V0O779- 

1 


2 


320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


29 

- 47 

22-61518 

. HARNESS ASSEMBLY, LEADING EDGE STRUCTURE 

1 


1 



TEMPERATURE CONTROLLER TO PERMANENT 

SPLICE 





PT06E16-BS 

. . CONNECTOR, CONVAIR 92-40325-043 -V06840- 

1 


1 


PT06E16-23S 

. . CONNECTOR, CONVAIR 92-40325-055 -V06B40- 

1 


1 


36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


1 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


2 

- 48 

22-61554-1 

. HARNESS ASSEMBLY, PITOT HEATER SWITCHES TO 

1 


1 



PERMANENT SPLICE 





320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


12 


36151 

. . TERMINAL, CONVAIR 90-90805-001 -V00779- 

1 


11 


32055? 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


3 

- 50 

22-61739 

. HARNESS ASSEMBLY, ENGINEER FLOOD LIGHT 

1 


1 



TO FLOOD LIGHT CONTROL 





36153 

. . TERMINAL, CONVAIR 9B-90805-003 -V00779- 

1 


6 

- 51 

22-61507 

* HARNESS ASSEMBLY, OVERHEAD INTERIOR CONTROL 

1 


1 



LIGHT PANLL TO PERMANENT SPLICE 





320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


9 


320559 

. . SPLICE, CONVAIR 9B-34001-003 -V00779- 

1 


1 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


11 


320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


3 

- 52 

22-61519 

. HARNESS ASSEMBLY, PILOT MAP LIGHT CONTROL 

1 


1 



TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 

- 53 

22-61513 

. HARNESS ASSEMBLY, OVERHEAO ESSENTIAL BUS 

1 


1 



SELECTOR PANEL TO PERMANENT SPLICE 





36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


6 


320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -VQ0779- 

1 


1 

- 54 

22-61510-1 

. HARNESS ASSEMBLY, OVERHEAD ANTI-ICE CONTROL 

1 

9 

1 



PANEL TO PERMANENT SPLICE 





22-61510-805 

. HARNESS ASSEMBLY, OVERHEAO ANTI-ICE CONTROL 

10 


1 



PANEL TO PERMANENT SPLICE 





36157 

. . TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


4 


320567 

. . TERMINAL, CONVAIR 98-90305-015 -V00779 

1 


2 


320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


13 


36151 

. • TERMINAL, CONVAIR 90-90305-001 -V00779- 

1 


10 

- 55 

22-61514 

. HARNESS ASSEMBLY, VNE MNE WARNING SWITCH 

1 


1 



TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


5 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

l 


3 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V7146B- 

1 


5 


EX06-14S5S 

. . CONNECTOR, CONVAIR 92-40332-005 -V71468- 

1 


1 

- 56 

22-61521 

. HARNESS ASSEMBLY, PERMANENT SPLICE BOX 

1 


1 



TO NLG 





21EN65-6 

. . SWITCH, MFR TO SPEC CONT 22-06480-3 

1 


1 



-VT4059- 





590001-117-0450 

. . CONDUIT, CONVAIR 92-30000-036 -V0D624- 

1 


1 



A AIRPLANES 1, 8 AND ON 
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CONVAIR 88 


ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 


USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

NOMENCLATU RE 

12 3 4 5 6 

FROM 

TO 

4 


AC" DISTRIBUTION AND DC EMERGENCY BOX 






ELECTRICAL HARNESSES SEE 22-61001 




- 57 

22-61852-1 

. HARNESS ASSEMBLY. AC POWER CONTROL RELAY 

1 


1 



4 TO PERMANENT SPLICE 





320559 

„ - SPLICE* CONVAIR 98-34001^003 -V00779- 

1 


3 


PT06E14-19S 

. . CONNECTOR CONVAIR 92-40325-011 -V77820- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90605-003 -V00779- 

1 


1 

- 5B 

22-61823-1 

. HARNESS ASSEMBLY, AC NON-ESSENTIAL POWER 

1 


1 



DISTRIBUTION BOX TO PERMANENT SPLICE 





36153 

• „ TERMINAL* CONVAIR 98-90805-003 -V00779- 

1 


9 


320574 

. . TERMINAL* CONVAIR 90-90805-010 -V00779- 

1 


1 


36161 

. . TERMINAL, CONVAIR 9B-90805-016 -V00779- 

1 


4 

- 59 

22-61822-1 

. HARNESS ASSEMBLY, AC ESSENTIAL POWER 

1 


1 



DISTRIBUTION BOX TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 9B-90805-003 -V00779- 

1 


13 


320574 

. * TERMINAL* CONVAIR 98-90805-010 -V00779- 

1 


2 


36161 

. . TERMINAL* CONVAIR 98-90805-016 -V00779- 

1 


6 


320559 

. . SPLICE* CONVAIR 98-34001-003 -V00779- 

1 


1 

- 60 

22-61669-1 

. HARNESS ASSEMBLY, AC POWER DISTRIBUTION BOX 

1 

10 

1 



TO PERMANENT SPLICE 





22-61669-807 

. HARNESS ASSEMBLY, AC POWER DISTRIBUTION BOX 

11 


1 



TO PERMANENT SPLICE 





36161 

. . TERMINAL, CONVAIR 98-90805-016 -V00779- 

1 


9 

- 61 

22-61760-1 

. HARNESS ASSEMBLY, TANK 4 FUEL PUMP 

1 


1 



NON-ESSENTIAL POWER TO PERMANENT SPLICE 





36153 

. * TERMINAL* CONVAIR 98-90805-003 -V00779- 

1 


6 

- 62 

22-61762-1 

. HARNESS ASSEMBLY, TANK 3 FUEL PUMP 

1 


1 



NON-ESSENTIAL POWER TO FUEL RELAYS 





36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


12 

- 63 

22-61844-1 

. HARNESS ASSEMBLY, FLIGHT ENGINEER STATION 

1 


1 



TO TRANSFORMER RECTIFIER UNIT 3 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


4 


YAEV6C-L 

. . TERMINAL, CONVAIR 98-90006-006 -V09922- 

1 


3 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


1 


EX06-16S1S 

. . CONNECTOR, CONVAIR 92-40332-007 -V71468- 

1 


1 


024049-0000 

. . CONTACT, CONVAIR 92-63901-011 -V7146B 

1 


3 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V7146B- 

1 


4 


YAEV6C-L1 

. . TERMINAL, CONVAIR 98-90B06-005 -V09922- 

1 


1 
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ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


CONVAIR 8S 


ILLUSTRATED PARTS CATALOG 


L 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

USA 

CO! 

GE 

DE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

4-64 

22-61597 

. HARNESS ASSEMBLY, EMERGENCY FUEL PUMP 

\ 


1 



LIGHTS ENGINE 2 TO MASTER WARNING RELAY 





320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


9 


36151 

. . TERMINAL# CONVAIR 98-90805-001 -V00779- 

1 


1 

- 65 

22-61766-1 

• HARNESS ASSEMBLY* TANK 3 FUEL PUMPS 

1 


1 



ESSENTIAL POWER TO PERMANENT SPLICE 




- 66 

22-61764-1 

. HARNESS ASSEMBLY, TANK 4 FUEL PUMPS 

1 


1 



ESSENTIAL POWER TO FUEL RELAYS STA 306 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


6 

- 67 

22-61613-1 

* HARNESS ASSEMBLY* AC DISTRIBUTION BOX TO 

1 


1 



RELAY INSTALLATION 





320574 

• . TERMINAL. CONVAIR 90-90805-010 -V00779- 

1 


6 


36153 

. . TERMINAL, CONVAIR 9B-90805-003 -V00779- 

1 


14 


36161 

. . TERMINAL, CONVAIR 98-90805-016 -V00779- 

1 


6 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


6 

- 68 

22-61690-1 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO 

1 


1 



ENGINE 3 RELAYS 





36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


AR 

- 69 

22-61763-1 

. HARNESS ASSEMBLY, TANK 2 FUEL PUMP 

1 


1 



NON-ESSENTIAL POWER TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 9B-90805-003 -V00779- 

1 


6 

- 70 

22-61691-1 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO 

1 


1 



ENGINE 2 RELAYS 





36)53 

. . TERMINAL. CONVAIR 90-90805-003 -V00779- 

■ 

1 


AK 
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CONVAIR SB] 


ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

lk.mil CKin ATIIDC 

USA 

CD 

GE 

DE 

UNITS 

PER 

ASSEMBLY 

NOMcNvLATURt 

1 2 3 4 5 6 

FROM 

TO 

» - n— 

ii-41745-1- 

. HARNESS ASSEMBLY. TANK 1 FUEL PUMPS 

1 


1 



ESSENTIAL POWER TO FUEL RELAYS STA 306 




- 72 

22-61767-1 

. HARNESS ASSEMBLY. TANK 2 FUEL PUMP 

1 


1 



ESSENTIAL POWER TO FUEL RELAYS STA 306 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


6 

- 73 

22-61843-1 

. HARNESS ASSEMBLY. FLIGHT ENGINEER STATION 

1 


1 



TO TRANSFORMER RECTIFIER UNIT 1 





EX06-10SL3S 

• - CONNECTOR# CONVAIR 92-40332-001 -V71468- 

1 


1 


EX06-16SLS 

. . CONNECTOR, CONVAIR 92-40332-007 -V71468- 

1 


1 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


1 


36153 

. . TERMINALt CONVAIR 98-90805-003 -V00779- 

1 


4 


YAEV6C-L 

. . TERMINAL, CONVAIR 9B-90806-006 -V09922- 

1 


3 


YAE6C-L1 

„ * TERMINAL, CONVAIR 96-90006-005 -V09922- 

1 


1 


024049-0000 

. . CONTACT, CONVAIR 92-63901-011 -V71468- 

1 


3 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


4 

- 74 

22-61849-1 

. HARNESS ASSEMBLY^ AC POWER CONTROL RELAY 1 

1 


1 



TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 90-90005-003 -V00779- 

1 


2 


PT06E14-19S 

. . CONNECTOR, CONVAIR 92-40325-011 -V77B20- 

1 

5 

1 

- 77 

22-61792-1 

. HARNESS ASSEMBLY, RADIO JUNCTION BOX SPLICE 

1 


1 



TO STA 323 




- 78 

22-61792-5 

. HARNESS ASSEMBLY, RADIO JUNCTION BOX SPLICE 

1 


1 



TO STA 323 





320580 

. . TERMINAL, CONVAIR 98-90814-001 -V00779- 

1 


10 

- 79 

22-61619-807 

. HARNESS ASSEMBLY, RELAY INSTALLATION 

A 


1 



TO STA 323 





22-61619-1 

. HARNESS ASSEMBLY, RELAY INSTALLATION 

2 

6 

1 



TO STA 323 





22-61619-805 

. HARNESS ASSEMBLY, RELAY INSTALLATION 

7 

7 

1 



TO STA 323 





22-61619-801 

. HARNESS ASSEMBLY, RELAY INSTALLATION 

8 

8 

1 



TO STA 323 





3615: 

. . TERMINAL, CONVAIR 9B-90805-003 -V00779- 

1 


16 


320572 

. . TERMINAL, CONVAIR 9B-90805-006 -V00779- 

1 


2 


PT06E10-6S 

. . CONNECTOR, CONVAIR 92-40325-00B -V06B40- 

1 


1 


36151 

. . TERMINAL, CONVAIR 9B-90B05-001 -V00779- 

1 


10 

- 80 

22-61614 

. HARNESS ASSEMBLY, EMERGENCY DC BUS TO 

1 


1 



BATTERY BUS 





36161 

. . TERMINAL, CONVAIR 98-90805-016 -V00779- 

1 


6 

- 81 

22-61089 

. HARNESS ASSEMBLY, DC POWER DISTRIBUTION BOX 

1 


l 



TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 9B-90805-003 -V00779- 

1 


3 



A AIRPLANES 1, 9 AND ON 





c 


( 
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ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


CON V AIR 8H 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

U5AGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

4-82 

22-61834-1 

. HARNESS ASSEMBLY, PILOT ESSENTIAL DC POWER 

1 


1 



DISTRIBUTION BOX TO STA 375 






PERMANENT SPLICE 





36153 

. . TERMINAL, C0NVAIR 98-90B05-003 -V00779- 

1 


9 


320574 

. . TERMINAL, GONVAIR 98-90805-010 -V00779- 

1 


6 

- 63 

22-61846 

. HARNESS ASSEMBLY, FLIGHT ENGINEER STATION 

1 


1 



TO TRANSFORMER RECTIFIER UNIT 4 





exo6-i6sis 

. . CONNECTOR, CONVAIR 92-40332-007 -V7I46B- 

1 


1 


024049-0000 

. . CONTACT, CONVAIR 92-63901-011 -V71468- 

1 


3 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V7146B- 

1 


4 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


1 

- 64 

22-61830-1 

- HARNESS ASSEMBLY* PILOT ESSENTIAL BUS TO 

1 

7 

1 



PERMANENT SPLICE 





22-61830-5 

. HARNESS ASSEMBLY, PILOT ESSENTIAL BUS TO 

a 


1 



PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-9080S-003 -V00779- 

i 


2 


320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

i 


2 

- 65 

22-61611 

• HARNESS ASSEMBLY, FLIGHT ENGINEER STATION 

i 


1 



SPLICE TO OC DISTRIBUTION BOX 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

l 


10 

- 86 

22-61612 

. HARNESS ASSEMBLY, DC DISTRIBUTION BOX TO 

i 


1 



ESSFNTIAL BUS RELAY 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

l 


7 


320573 

. . TERMINAL, CONVAIR 98-90805-007 -V00779- 

l 


5 

- 87 

22-61811 

. HARNESS ASSEMBLY, ESSENTIAL DC DISTRIBUTION 

l 


1 



BOX TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90605-003 -V00779- 

i 


2 


320574 

. . TERMINAL, CONVAIR 9B-90B05-010 -V00779- 

l 


2 


36161 

. . TERMINAL, CONVAIR 9B-90B05-016 -V00779- 

l 


4 

- 08 

22-61814 

. HARNESS ASSEMBLY. PERMANENT SPLICE TO OUTBO 

i 


1 



OC EMERGENCY CIRCUIT BREAKER PANEL 





320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

i 


1 


36161 

. . TERMINAL, CONVAIR 9B-90805-016 -V00779- 

l 


7 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

l 


1 


320570 

. . SPLICE, CONVAIR 9B-34001-002 -V00779- 

l 


1 

- 09 

22-61810 

. HARNESS ASSEMBLY, EMERGENCY OC DISTRIBUTION 

i 


1 



BOX TO PERMANENT SPLICE 





320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

i 


5 


36161 

. . TERMINAL, CONVAIR 98-90B05-016 -V00779- 

l 


3 
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CONVAIR 88’ 


ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 


FIGURE 


AND 

INDEX NO. 

PART NUMBER 

4-90 

22-61805-3 

- 91 

22-61807-3 

- 92 

22-61806-3 

- 93 

22-61B04-3 


36161 

- 94 

22-61805-5 

- 95 

22-61807-5 

- 96 

22-61806-5 

- 97 

22-61804-5 


320574 


YFAV6C-L4 


YEAV6C-L2 


NOMENCLATURE 

1 2 3 4 5 6 _ 

* HARNESS ASSEMBLY* AC DISTRIBUTION BOX TO 

GENERATOR 1 BUS TIE 

. HARNESS ASSEMBLY * AC DISTRIBUTION BOX TO 
GENERATOR 2 BUS T1F 

. HARNESS ASSEMBLY* AC DISTRIBUTION BOX TO 
GENERATOR 3 BUS TIE 

. HARNESS ASSEMBLY* AC DISTRIBUTION BOX TO 
GENERATOR 4 BUS TIE 

* . TFRHINAL* GENERATOR 

CONVAIR 98-90605—016 -V00779- 

* HARNESS ASSEMBLY* AC DISTRIBUTION BOX TO 

EXTERNAL AC POWER 

- HARNESS ASSEMBLY* AC DISTRIBUTION BOX TO 

EXTERNAL AC POWER 

. HARNESS ASSEMBLY* AC DISTRIBUTION BOX TO 
EXTERNAL AC POWER 

- HARNESS ASSEMBLY* AO DISTRIBUTION BOX TO 

EXTERNAL AC POWER 
. . TERMINAL* EXTERNAL AC POWER 

CONVAIR 98—90B05-010 -V00779- 

* . TERMINAL* EXTERNAL AC POWER 

CONVAIR 98-90Q06—007 -V02198- 

* . TERMINAL* EXTERNAL AC POWER 

CONVAIR 98-90B06-00B -V02198- 


USAGE 

CODE 


FROM 


TO 


UNITS 

PER 

ASSEMBLY 


IB 


6 

3 

3 
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CIRCUIT BREAKER PANEL ELECTRICAL HARNESSES 
FIGURE 5 (SBEET 1 OF 2) 
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FLIGHT COMPARTMENT 


CONVAIR 88] 


ILLUSTRATED PARTS CATALOG 
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CONVAIR 88] 


ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

5 


CIRCUIT BREAK!R PANtL ELhCTRICAL HARNESSES 






StL 22-61001 




- 98 

22-61669-1 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO 

1 


1 



ENGINE 1 RELAYS 





36153 

. . TERMINAL. CONVAIR 98-90305-005 -VD0779- 

1 


AR 


36161 

. . TERMINAL, CONVAIR 98-90905-016 -V00779- 

1 


AR 

- 9? 

22-61720-1 

. HARNESS ASSEMBLY. OUTBO AC PILOT ESSENTIAL 

l 


1 



CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 





36155 

. . TERMINAL, CONVAIR 98-90805-003 -V0O779- 

1 


15 


320559 

• * SPLICE* CONVAIR 98-34001-003 -VQ0779- 

1 


15 

-100 

22-61719-1 

• HARNESS ASSEMBLY, OUTBD AC ESSENTIAL 

1 


1 



CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


16 


320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


1 


320562 

* . SPLICE* CONVAIR 96-34001-001 -V00779- 

1 


1 


320559 

. „ SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


16 

-101 

22-61600-1 

. HARNESS ASSEMBLY, OUTBD DC EMERGENCY 

1 


1 



CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


16 


56161 

. . TERMINAL* CONVAIR 98-90805-016 -V00779- 

1 


2 


320574 

. . TERMINAL, CONVAIR 9B-90805-010 -V00779- 

1 


4 


320570 

. . SPLICE, CONVAIR 98-34001-002 -V00779- 

1 


2 


320559 

* . SPLICE* CONVAIR 98-34001-003 -V00779- 

1 


16 


320562 

. . SPLICE, CONVAIR 9B-34001-001 -V00779- 

1 


4 

-102 

22-61833—1 

. HARNESS ASSEMBLY, PILOT ESSENTIAL PERMANENT 

1 

7 

1 



SPLICE TO OUTBD CIRCUIT BREAKER PANEL 





22-61833-5 

. HARNESS ASSEMBLY, PILOT ESSENTIAL PERMANENT 

B 


1 



SPLICE TO OUTBD CIRCUIT BREAKER PANEL 





320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


2 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


3 


320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


4 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


7 


320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


3 

-103 

22-61826-1 

. HARNESS ASSEMBLY, AC ESSENTIAL PERMANENT 

1 


1 



SPLICE TO OUTBO CIRCUIT BREAKER PANEL 





320570 

. . SPLICE, CONVAIR 9B-34001-002 -V00779- 

1 


3 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


1 


YSEV6C-L 

. . SPLICE, CONVAIR 98-34001-007 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


3 


36161 

. . TERMINAL, CONVAIR 98-90805-016 -V00779- 

1 


12 

— 104 

22-61B 17 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO OUTOD 

1 

7 

1 



CIRCUIT BREAKER PANEL 





22-61017-607 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO OUTBD 

8 


1 



CIRCUIT BREAKER PANEL 





320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


1 


36161 

. . TERMINAL, CONVAIR 9B-90H05-016 -V00779- 

1 


8 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


1 


320570 

. . SPLICE, CONVAIR 98-34001-002 -V00779- 

1 


2 

-105 

22-61829 

. HARNESS ASSEMBLY, AC NON-ESSENTIAL 

1 


1 



PERMANENT SPLICE TO OUTOD CIRCUIT BREAKER 






PANEL 





36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


3 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


1 

-106 

22-61609-1 

. HARNESS ASSEMBLY, REMOTE COMPASS CIRCUIT 

1 


1 



BREAKERS TO PERMANENT SPLICE 





AN75381 

. . SPLICE, CONVAIR 98-34000-001 

1 


2 


AN753B2 

. . CONDUCTOR, CDNVAIR 98-34000-003 

1 


4 


36153 

. . TERMINAL, CONVAIR 98-90905-003 -V00779- 

1 


4 


320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


2 
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ELECTRICAL HARNESSES 
PLIGHT COMPARTMENT 


CON V AIR QSg 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 


PART NUMBER 


NOMENCLATURE 


1 2 3 4 5 6 

HARNESS ASSEMBLY* OUTBD DC ESSENTIAL 


USAGE 

CODE 


FROM 


TO 


UNITS 

PER 

ASSEMBLY 


5 -107 


-10B 


-109 

-110 

- 110.1 

-111 

-112 

-113 


-114 

-115 


22-61717-1 

22-61717-5 

22-61710-1 

320559 

320570 

320562 

36161 

320574 

36153 

22-61608-1 


320574 

36153 

22-61701-3 


22-61701-1 


22-61700 


36153 

22-61667-1 


22-61752 
22-61607-B07 

22-61607-1 

22-61697 

22-61661 

22-61661-1 


CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 
HARNESS ASSEMBLY* OUTBD DC ESSENTIAL 

CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 
HARNESS ASSEMBLY* OUTBO DC ESSENTIAL 

CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 

. SPLICE* CONVAIR 90-34001-003 -V00779- 

. SPLICE* CONVAIR 98-34001-002 -V00779- 

. SPLICE, CONVAIR 98-34001-001 -V00779- 

• TERMINAL, CONVAIR 9B-90B05-016 -V00779- 

• TERMINAL, CONVAIR 98-90005-010 -VOD779- 
. TERMINAL, CONVAIR 96-90805-003 -V00779- 
HARNESS ASSEMBLY, INBD AC ESSENTIAL 

CIRCUIT BREAKER PANEL PERMANENT SPLICE 
TO PERMANENT SPLICE 

. TERMINAL, CONVAIR 98-90005-010 -V00779- 
. TERMINAL, CONVAIR 98-90805-003 -V00779- 
HARNESS ASSEMBLY, CIRCUIT BREAKER PERMANENT 
SPLICE TO AUTOPILOT RACK PERMANENT 
SPLICE LH 

HARNESS ASSEMBLY, CIRCUIT BREAKER PERMANENT 
SPLICE TO AUTOPILOT RACK PERMANENT 
SPLICE LH 

HARNESS ASSEMBLY, CIRCUIT BREAKER 

PERMANENT SPLICE AC ESSENTIAL OUTBD TO 
PERMANENT SPLICE 

. TERMINAL, CONVAIR 98-90805-003 -V00779- 
HARNESS ASSEMBLY, LANDING GEAR GROUND 
SAFETY RELAYS TO CIRCUIT BREAKER PANEL 
PERMANENT SPLICE 

HARNESS ASSEMBLY, PERMANENT SPLICE TO 
PERMANENT SPLICE STA 375 
HARNESS ASSEMBLY, OUTBD DC ESSENTIAL 
CIRCUIT BREAKER PANEL PERMANENT SPLICE 
TO PERMANENT SPLICE 
HARNESS ASSEMBLY OUTBD DC ESSENTIAL 

CIRCUIT BREAKER PANEL PERMANENT SPLICE 
TO PERMANENT SPLICE 

HARNESS ASSEMBLY, CIRCUIT BREAKER PERMANENT 
SPLICE TO PERMANENT SPLICE 
HARNESS ASSEMBLY, FIRE CONTROL PANEL 

PERMANENT SPLICE TO DIMMING RELAY BOX 2 
HARNESS ASSEMBLY* FIRE CONTROL PANEL 

PERMANENT SPLICE TO DIMMING RELAY BOX 2 


A AIRPLANES 1, 9 AND ON 


1 

1 

U 


10 
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CONVAIR RQ 


ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

FROM 

TO 

PER 

ASSEMBLY 

5 “116 

22-61603-1 

. HARNESS ASSEMBLY. DC EMERGENCY 

~T“ 


1 



CIRCUIT BREAKER PANEL PERMANENT SPLICE 






TO PERMANENT SPLICE 0UTBD 





36153 

. . TERMINAL. CONVAIR 98-90605-003 -V00779- 

1 


1 


320563 

. . TERMINAL. CONVAIR 98-90805-012 -V00779- 

1 


1 


320559 

. . SPLICE* CONVAIR 90-34001-003 -V00779- 

1 


2 

“116*1 

22-61019-5 

. HARNESS ASSEMBLY* CIRCUIT BREAKER PERMANENT 

A 


1 



SPLICE TO PERMANENT SPLICE 





22-61819-1 

* HARNESS ASSEMBLY* CIRCUIT BREAKER PERMANENT 

2 

7 

1 



SPLICE TO PERMANENT SPLICE 




-116*2 

22-61620 

. HARNESS ASSEMBLY* ANTI-ICE RELAY NUMBER 4 

1 


1 



TO PERMANENT SPLICE 




-117 

22-61740 

. HARNESS ASSEMBLY. AC PILOT ESSENTIAL 

1 


1 



CIRCUIT BREAKER PANEL PERMANENT SPLICE 






TO PERMANENT SPLICE INBD 




-118 

22-61606 

. HARNESS ASSEMBLY. AC PILOT ESSENTIAL 

1 


1 



CIRCUIT BREAKER PANEL PERMANENT SPLICE 






TO PERMANENT SPLICE UPPER 




-119 

22-61755 

. HARNESS ASSEMBLY, CIRCUIT BREAKER PERMANENT 

1 


1 



SPLICE TO PERMANENT SPLICE 




-120 

22-61692 

. HARNESS ASSEMBLY. CIRCUIT BREAKER PERMANENT 

1 


1 



SPLICE TO ENGINE 4 RELAYS 




-121 

22-61882 

. HARNESS ASSEMBLY, ENGINE 3 CIRCUIT BREAKER 

1 


1 



PANEL PERMANENT SPLICE TO PERMANENT 






SPLICE STA 375 




-122 

22-61083 

. HARNESS ASSEMBLY, ENGINE 1 CIRCUIT BREAKER 

1 


1 



PANEL PERMANENT SPLICE TO PERMANENT 






SPLICE STA 375 




-123 

22-61084 

. HARNESS ASSEMBLY, ENGINE 4 CIRCUIT BREAKER 

1 


1 



PANEL PERMANENT SPLICE TO PERMANENT 






SPLICE STA 375 




-124 

22-61805 

. HARNESS ASSEMBLY, ENGINE 2 CIRCUIT BREAKER 

1 


1 



PANEL PERMANENT SPLICE TO PERMANENT 






SPLICE STA 375 




-125 

22-61610 

. HARNESS ASSEMBLY, CABIN ALTITUDE PRESSURE 

1 


1 



SENSOR TO RELAY INSTALLATION PERMANENT 






SPLICE 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


1 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V7146B- 

1 


3 


EX06-14S7S 

. . CONNECTOR, CONVAIR 92-40332-006 -V71466- 

1 


1 

-126 

22-61892 

. HARNESS ASSEMBLY, OVERHEAD PANEL FLOOD 

1 


1 



LIGHT TO PERMANENT SPLICE 





320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 

-127 

22-62620-803 

. HARNESS ASSEMBLY, CIRCUIT BREAKER PANEL 

1 


1 



PERMANENT SPLICE TO FWO LAVATORY HEATER 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V0O779- 

1 


1 

-128 

22-63504-801 

. HARNESS AS5EMBLY, STEWARDESS FWD SWITCH 

1 


1 



PANEL TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


15 


36151 

. . TERMINAL, CONVAIR 98-90B05-001 -V00779- 

1 


14 


36157 

. . TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


3 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


B 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


2 


PT06EB-4S 

. . CONNECTOR, CONVAIR 92-40325-006 -V06840- 

1 


1 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


0 


36151 

. . TERMINAL, CONVAIR 9B-90805-001 -V00779- 

1 


12 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


7 



A AIRPLANES 1, 8 AND ON 

_ i 
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ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


CONVAIR B8 


ILLUSTRATED PARTS CATALOG 




FIGURE 

AND 

INDEX NO. 

PART NUMBER 


USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

NOMcNLLAl U K t 

1 2 3 4 5 6 

FROM 

TO 

5 -130 

22-63500-601 

• HARNESS ASSEMBLY* STEWARDESS FWD SWITCH 

1 


1 



PANEL PERMANENT SPLICE TO REAR SPAR 






PERMANENT SPLICE 





36161 

. . TERMINAL, CONVAIR 98-90005-016 -V00779- 

1 


AR 

-131 

22-63514-001 

. HARNESS ASSEMBLY, FWD COAT COLSET SWITCH 

1 


1 



TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-005 -V00779- 

1 


5 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


1 

-132 

22-61078 

. HARNESS ASSEMBLY, ENGINE 3 CIRCUIT BREAKER 

1 


1 



PANEL TO PERMANENT SPLICE 




-133 

22-61879 

. HARNESS ASSEMBLY, ENGINE 2 CIRCUIT BREAKER 

1 


1 



PANEL TO PERMANENT SPLICE 




-134 

22-61880 

. HARNESS ASSEMBLY, ENGINE 4 CIRCUIT BREAKER 

1 


1 



PANEL TO PERMANENT SPLICE 




-135 

22-61881 

. HARNESS ASSEMBLY, ENGINE 1 CIRCUIT BREAKER 

1 


1 



PANEL TO PERMANENT SPLICE 





320559 

- - SPLICE* CONVAIR 90-34001-003 -V00779- 

1 


8 

-136 

22-61705 

. HARNESS ASSEMBLY, UPPER DC EMERGENCY 

1 


1 



CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 





320559 

. • SPLICE* CONVAIR 90-34001-003 -V00779- 

1 


25 


36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


25 

-137 

22-61706 

. HARNESS ASSEMBLY, UPPER AC ESSENTIAL 

1 


1 



CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 





36153 

* * TERMINAL* CONVAIR 90-90005-003 -V00779- 

1 


21 


320559 

. * SPLICE* CONVAIR 98-34001-003 -V00779- 

1 


20 

-130 

22-61707 

. HARNESS ASSEMBLY, UPPER AC NON-ESSENTIAL 

1 


1 



CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


11 


320559 

. . SPLICE, CONVAIR 98-34001-003 -VQ0779- 

1 


11 

-139 

22-61708 

. HARNESS ASSEMBLY, UPPER AC PILOT ESSENTIAL 

1 


1 



CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


AR 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


AR 

-140 

22-61709 

. HARNESS ASSEMBLY, UPPER DC EMERGENCY 

1 

10 

1 



CIRCUIT BREAKER TO FLIGHT ENGINEER 






PERMANENT SPLICE 





22-61709-1 

. HARNESS ASSEMBLY, UPPER DC EMERGENCY 

11 


1 



CIRCUIT BREAKER TO FLIGHT ENGINEER 






PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90B05-003 -V00779- 

1 


20 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


20 

-141 

22-61812 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO 

1 

10 

1 



UPPER DC EMERGENCY CIRCUIT BREAKER PANEL 





22-61012-1 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO 

11 


1 



UPPER DC EMERGENCY CIRCUIT BREAKER PANEL 





320570 

. . SPLICE, CONVAIR 98-34001-002 -V00779- 

1 


2 


320562 

. . SPLICE, CONVAIR 9B-34001-001 -V00779- 

1 


1 


36161 

. . TERMINAL, CONVAIR 98-90805-016 -V00779- 

1 


11 


320574 

. . TERMINAL, CONVAIR 98-90B05-010 -V00779- 

1 


6 

-142 

22-61815 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO UPPER 

1 


1 



DC ESSENTIAL CIRCUIT BREAKER PANEL 





36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


AR 


36161 

. . TERMINAL, CONVAIR 9B-90805-016 -V00779- 

l 


AR 


320570 

. . SPLICE, CONVAIR 96-34001-002 -V00779- 

1 


AR 


320559 

. . SPLICE, CONVAIR 9B-3400I-003 -V00779- 

1 


AR 
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CONVAIR 8S 


ELECTRICAL HARNESSES 
PLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

US/ 

CO 

tGE 

DE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

5 -143 

22-61824-I* 

* HARNESS ASSEMBLY* AC ESSENTIAL PERMANENT 

1 


1 



SPLICE TO UPPER CIRCUIT BREAKER PANEL 





320570 

• . SPLICE* CONVAIR 98-34001-002 -V00779- 

1 


1 


320559 

• • SPLICE. CONVAIR 90-34001-003 -V00779- 

1 


a 


36153 

. . TERMINAL. CONVAIR 9B-90B05-003 -V00779- 

1 


8 


36151 

. . TERMINAL* CONVAIR 98-90005-016 -V00779- 

1 


2 

-144 

22-61027-1 

. HARNES5 ASSEMBLY* AC ESSENTIAL PERMANENT 

1 


1 



SPLICE TO UPPER CIRCUIT BREAKER PANEL 





36153 

• . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


8 


320574 

. . TERMINAL. CONVAIR 9B-90B05-010 -V00779- 

1 


2 


36161 

. , TERMINAL* CONVAIR 98-90005-016 -V00779- 

1 


1 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


1 


320570 

. . SPLICE. CONVAIR 98-34001-0D2 -V00779- 

1 


2 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


8 

-145 

22-61031-1 

• HARNESS ASSEMBLY* PILOT ESSENTIAL PERMANENT 

1 

7 

1 



SPLICE TO UPPER CIRCUIT BREAKER PANEL 





22-61031-3 

• HARNESS ASSEMBLY* PILOT ESSENTIAL PERMANENT 

8 


1 



SPLICE TO UPPER CIRCUIT BREAKER PANEL 





36153 

. . TERMINAL. CONVAIR 98-90805-003 -V00779- 

1 


AR 


320574 

. . TERMINAL* CONVAIR 98-90605-010 -V00779- 

1 


AR 


320562 

. . SPLICE. CONVAIR 98-34001-001 -V00779- 

1 


AR 


320559 

• * SPLICE* CONVAIR 98-34001-003 -VO0779- 

1 


AR 

-146 

22-61602 

• HARNESS AS5EMBLY* UPPER DC ESSENTIAL 

1 


1 



CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 





36161 

• . TERMINAL* CONVAIR 98-90605-016 -V00779- 

1 


AR 


320574 

. . TERMINAL. CONVAIR 98-90805-010 -VO0779- 

1 


AR 


36153 

. . TERMINAL, CONVAIR 96-90B05-003 -V00779- 

1 


AR 

-147 

22-61713-1 

* HARNESS ASSEMBLY* INBD DC EMERGENCY 

1 


1 



■ CIRCUIT BREAKER PANEL TO FLIGHT ENGINEER 






PERMANENT SPLICE 





36153 

* • TERMINAL* CONVAIR 90-90005-003 -V00779- 

1 


15 


320574 

. . TERMINAL* CONVAIR 98-90805-010 -V00779- 

1 


2 


36161 

. . TERMINAL, CONVAIR 98-90805-016 -V00779- 

1 


1 


320562 

• . SPLICE* CONVAIR 98-34001-001 -V00779- 

1 


2 


320570 

* * SPLICE* CONVAIR 98-34001-002 -V00779- 

1 


1 


320559 

. . SPLICE, CONVAIR 90-34001-003 -V00779- 

1 


15 
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ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


CONVAIR 8S 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

USA 

CO 

GE 

DE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

5 -148 

22-61715-1 

. HARNESS ASSEMBLY* INBD AC ESSENTIAL 

i 


1 



CIRCUIT BREAKER PANEL TO FLIGHT ENGINEER 






PERMANENT SPLICE 





320559 

. . SPLICE* CONVAIR 98-34001-003 -V00779- 

l 


11 


320570 

. . SPLICE* CONVAIR 98-34001-002 -V00779- 

i 


1 


320562 

• . SPLICE* CONVAIR 98-34001-001 -V00779- 

i 


4 


36161 

. . TERMINAL* CONVAIR 98-90805-016 -V00779- 

i 


1 


320574 

. . TERMINAL* CONVAIR 98-90805-010 -V00779- 

i 


3 


36153 

. . TERMINAL* CONVAIR 98-90805-003 -V00779- 

l 


12 

-149 

22-61601-5 

. HARNESS ASSEMBLY. INBD AC PILOT ESSENTIAL 

A 


1 



CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 





22-61601 

. HARNESS ASSEMBLY* INBD AC PILOT ESSENTIAL 

2 

8 

1 



CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 





320574 

. . TERMINAL* CONVAIR 98-90805-010 -V00779- 

1 


14 


36153 

. . TERMINAL. CONVAIR 98-90805-003 -V00779- 

1 


1 


320559 

. . SPLICE* CONVAIR 98-34001-003 -V00779- 

1 


14 


320562 

. . SPLICE. CONVAIR 98-34001-001 -V00779- 

1 


1 

-150 

22-61813-1 

. HARNESS ASSEMBLY. PERMANENT TO INBD 

1 


1 



OC EMERGENCY CIRCUIT BREAKER PANEL 





320562 

. . SPLICE, CONVAIR 9B-34001-001 -V00779- 

1 


3 


320574 

. . TERMINAL. CONVAIR 98-90805-010 -V00779- 

1 


14 

-151 

22-61025-1 

. HARNESS ASSEMBLY* AC ESSENTIAL PERMANENT 

1 


1 



SPLICE TO INBD CIRCUIT BREAKER PANEL 




-152 

22-61820-1 

. HARNESS ASSEMBLY. AC NON-ESSENTIAL 

1 


1 



PERMANENT SPLICE TO INBD CIRCUIT BREAKER 






PANEL 





36161 

. . TERMINAL* CONVAIR 9B-90805-016 -V00779- 

1 


6 


320570 

. . SPLICE, CONVAIR 98-34001-002 -V00779- 

1 


2 

-153 

22-61832-1 

. HARNES5 ASSEMBLY, PILOT ESSENTIAL PERMANENT 

1 


1 



SPLICE TO INBD CIRCUIT BREAKER PANEL 





36153 

. . TERMINAL, CONVAIR 96-90805-003 -V00779- 

1 


11 


320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


7 


320562 

. . SPLICE. CONVAIR 98-34001-001 -V00779- 

1 


3 


320559 

. . SPLICE. CONVAIR 98-34001-003 -V00779- 

I 


3 



A AIRPLANES 1. 9 AND ON 





Feb. 10/62 
C-2 


94-1 
Page 27 


















CONVAIR 8B 


ELECTRICAL HARNESSES 
PLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

5 - li>4 

22-61711-1 

. HARNESS ASSEMBLY. INB0 DC ESSENTIAL 

1 

10 

1 



CIRCUIT BREAKER PANEL TO FLIGHT ENGINEER 






PERMANENT SPLICE 





22-61711-805 

. HARNESS ASSEMBLY* INBD DC ESSENTIAL 

11 


1 



CIRCUIT BREAKER PANEL TO FLIGHT ENGINEER 






PERMANENT SPLICE 





320559 

. . SPLICE. CONVAIR 98-34001-003 -V00779- 

1 


12 


320570 

. . SPLICE, CONVAIR 98-34001-002 -V00779- 

1 


1 


320562 

• . SPLICE, CONVAIR 90-34001-001 -V0O779- 

1 


1 


36161 

. . TERMINAL. CONVAIR 9B-90B05-016 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


12 


320574 

. . TERMINAL. CONVAIR 98-90B05-010 -V00779- 

1 


1 

-155 

22-61712 

. HARNESS ASSEMBLY. INBD DC EMERGENCY 

1 


1 



CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 





320559 

. . SPLICE. CONVAIR 9B-34001-003 -V00779- 

1 


28 


320562 

. . SPLICE, CONVAIR 9B-34001-001 -V00779- 

1 


4 


320574 

. . TERMINAL, CONVAIR 9B-90B05-010 -V00779- 

1 


4 

-156 

22-61710-1 

* HARNESS ASSEMBLY, 1N0D DC ESSENTIAL 

1 


1 



CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 





320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


19 


320570 

. . SPLICE, CONVAIR 98-34001-002 -V00779- 

1 


2 


320562 

• . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


2 


36161 

. . TERMINAL, CONVAIR 98-90B05-OI6 -V00779- 

1 


2 


320574 

„ „ TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


2 


36153 

. . TERMINAL, CONVAIR 98-90B0S-003 -V00779- 

1 


19 

-157 

22-61714 

. HARNESS ASSEMBLY, INBD AC ESSENTIAL 

1 


1 



CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


21 


320559 

. • SPLICE, CONVAIR 9B-34001-003 -V00779- 

1 


21 

-158 

22-61716-1 

„ HARNESS ASSEMBLY, INBD AC NON-ESSENTIAL 

1 


1 



CIRCUIT BREAKER PANEL TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


6 

-159 

22-61816-1 

• HARNESS ASSEMBLY, PERMANENT SPLICE TO INBD 

1 


1 



DC ESSENTIAL CIRCUIT BREAKER PANEL 





320562 

- . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


2 


320570 

- - SPLICE, CONVAIR 98-34001-002 -V00779- 

1 


1 


320559 

• • SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


l 


36161 

. . TERMINAL, CONVAIR 98-90805-016 -V00779- 

1 


5 


320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


5 


36153 

• . TERMINAL, CONVAIR 90-90805-003 -V00779- 

l 


3 

-160 

22-61750 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO 

1 


1 



CIRCUIT BREAKER PERMANENT SPLICE 
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FIGURE 6 

















ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


CON VAI R 88] 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USA 

CO 

GE 

DE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

6 


FLIGHT ENGINEER ELECTRICAL HARNESSES 






SEE 22-61001 




-162 

22-61539 

. HARNESS ASSEMBLY. TANK JETTISON SWITCHES 

1 


1 



TO PERMANENT SPLICE LH 





36151 

. . TERMINAL. CONVAIR 90-90805-001 -V00779- 

1 


6 

-163 

22-61S40 

. HARNESS ASSEMBLY* FUEL TANK VALVE 

1 


1 



5WITCHE5 TO PERMANENT SPLICE RH 





36151 

. . TERMINAL. CONVAIR 98-90805-001 -V00779- 

1 


21 


320553 

. . TERMINAL. CONVAIR 98-90805-020 -V00779- 

1 


23 

-164 

22-61541 

- HARNESS ASSEMBLY* FUEL TANK VALVE 

1 


1 



SWITCHES TO PERMANENT SPLICE LH 





36153 

. . TERMINAL* CONVAIR 98-90305-003 -V00779- 

1 


1 


36151 

. . TERMINAL. CONVAIR 9B-90B05-001 -V00779- 

1 


25 


320553 

. . TERMINAL. CONVAIR 98-90805-020 -V00779- 

1 


16 

-165 

22-61542-1 

. HARNESS ASSEMBLY* FUEL CONTROL PANEL TO 

1 


1 



PERMANENT SPLICE 





36151 

- . TERMINAL* CONVAIR 9B-90B05-001 -V00779- 

1 


AR 


36153 

. . TERMINAL. CONVAIR 98-90805-003 -V00779- 

1 


AR 


EX06-1452S 

. . CONNECTOR, CONVAIR 92-40332-004 -V7I468- 

1 


1 


024049-0000 

. . CONTACT, CONVAIR 92-63901-011 -V71468- 

1 


2 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


2 


225-0017-000 

• • PLUG* CONVAIR 96-91200-007 -V71468- 

1 


1 

-166 

22-61556 

. HARNESS ASSEMBLY, EMERGENCY FUEL PUMP 

1 


1 



LIGHTS ENGINE 1 TO MASTER WARN RELAY 





320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


8 

-167 

22-61590 

. HARNE5S ASSEMBLY, EMERGENCY CROSS FEED 

1 


1 



INTRANSIT LIGHTS TO PERMANENT SPLICE 





36151 

. . TERMINAL* CONVAIR 98-90005-001 -V00779- 

1 


7 


320553 

. „ TERMINAL* CONVAIR 96-90805-020 -V00779- 

1 


4 

-168 

22-61673 

„ HARNESS ASSEMBLY* TANK JETTISON SNITCHES 

1 


1 



TO PERMANENT SPLICE RH 





36151 

. . TERMINAL* CONVAIR 98-90805-001 -V00779- 

1 


6 

-169 

22-61674 

. HARNESS ASSEMBLY* EMERGENCY FUEL PUMP 

1 


1 



LIGHTS ENGINE 3 TO MASTER WARN RELAY 





320553 

• • TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


8 

-170 

22-61675 

• HARNESS ASSEMBLY, EMERGENCY FUEL PUMP 

1 


1 



LIGHTS ENGINE 4 TO MASTER WARNING BOX 4 






PERMANENT SPLICE 





320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


2 

-171 

22-61753 

, HARNESS ASSEMBLY* FUEL TEMPERATURE SELECTOR 

1 


1 



SWITCH ENGINE 1 TO PERMANENT SPLICE 




-172 

22-61779 

. HARNESS ASSEMBLY* FUEL TEMPERATURE SELECTOR 

1 


1 



SWITCH ENGINE 2 TO PERMANENT SPLICE 




-173 

22-61670-601 

. HARNESS ASSEMBLY* ENGINEER LIGHT CONTROL 

1 


1 



TO PERMANENT SPLICE 





320553 

• . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


1 


320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


36151 

• . TERMINAL* CONVAIR 98-90805-001 -V00779- 

1 


9 


36157 

. . TERMINAL* CONVAIR 98-90805-008 -V00779- 

1 


3 


Feb. 10/62 
C-2 


9U-1 
Page 31 













CON V AIR 8S 


ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

6 -174 

22-61738 

. HARNESS ASSEMBLY. ENGINEER FLOOD LIGHT 

1 


1 



CONTROL TO PERMANENT SPLICE 





36153 

. , TERMINAL. CONVAIR 90-90005-003 -V00779- 

1 


7 

-1/5 

22-61604 

. HARNESS ASSEMBLY. FUEL TEMPERATURE SELECTOR 

1 


1 



SWITCH ENGINE 4 TO PERMANENT SPLICE 




-176 

22-61501-1 

. HARNESS ASSEMBLY* AC VOLTMETER SELECTOR 

1 


1 



SWITCH TO PERMANENT SPLICE 





36151 

. . TERMINAL* CONVAIR 98-90805-001 -V00779- 

1 


5 


36153 

• * TERMINAL. CONVAIR 90-90005-003 -V00779- 

1 


1 


PT06t8-4S 

. . CONNECTOR, CONVAIR 92-40325-006 -V77820- 

1 


2 

-177 

22-61502-1 

. HARNESS ASSEMBLY. AC LOAD METER 

1 


1 



GENERATOR 1 TO RELAY 1 STA 306 





PrO6E0-4S 

. . CONNECTOR, CONVAIR 92-40325-006 -V77620- 

1 


1 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


1 

-170 

22-61544 

* HARNESS ASSEMBLY, DC POWER PANEL TO 

1 


1 



PERMANENT SPLICE 





36153 

• . TERMINAL. CONVAIR 98-90005-003 -V00779- 

1 


2 


36151 

. . TERMINAL, CONVAIR 98-90605-001 -V00779- 

1 


16 


320555 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


10 


PT06E8-4S 

• . CONNECTOR. CONVAIR 92-40325-006 -V7702O- 

1 


1 

-179 

22-61545 

. HARNESS ASSEMBLY. DC INSTRUMENTS TO 

1 


1 



PERMANENT SPLICE 





36153 

• • TERMINAL. CONVAIR 98-90805-003 -V00779- 

1 


1 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


10 


PT06EB-4S 

• * CONNECTOR. CONVAIR 92-40325-006 -V77820- 

I 


5 

-100 

22-61546-1 

. HARNESS ASSEMBLY.LOAD REDUCTION BUS SWITCH 

1 


1 



TO PERMANENT SPLICE 





36151 

. . TERMINAL. CONVAIR 98-90005-001 -V00779- 

1 


15 


36153 

. • TERMINAL. CONVAIR 90-90005-003 -V00779- 

1 


2 


320553 

• . TFRMINAL. CONVAIR 98-90805-020 -V00779- 

1 


32 

-181 

22-61547 

. HARNESS ASSEMBLY. GENERATOR 1 CONTROL 

1 


1 



SWITCHES TO PERMANENT SPLICE 





320553 

. . TERMINAL. CONVAIR 98-90B05-020 -V0Q779- 

1 


12 


36153 

. • TERMINAL. CONVAIR 98-90005-003 -V0G779- 

1 


1 


36151 

- - TERMINAL. CONVAIR 98-90005-001 -V00779- 

1 


16 

-102 

22-61540 

* HARNESS ASSEMBLY. GENERATOR 2 CONTROL 

1 


1 



SWITCHES TO PERMANENT SPLICE 





320553 

. . TERMINAL. CONVAIR 90-90005-020 -V00779- 

1 


10 


36151 

- - TERMINAL. CONVAIR 90-90805-001 -V00779- 

1 


15 

—183 

22-61549 

. HARNESS ASSEMBLY. GENERATOR 3 CONTROL 

1 


1 



SWITCHES TO PERMANENT SPLICE 





36151 

. . TERMINAL. CONVAIR 90-90005-001 -V00779- 

1 


16 


320553 

• • TERMINAL. CONVAIR 90-90805-020 -V00779- 

1 


17 

-104 

22-61550 

. HARNESS ASSEMBLY. GENERATOR 4 CONTROL 

1 


1 



SWITCH TO PERMANENT SPLICE 





36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


19 


320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


16 
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ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


C O N V A I R ©© 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO, 

PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

A55EMBLY 

FROM 

TO 

6 -185 

22-61551 

. HARNESS ASSEMBLY. ENGINE 1 OIL IN0ICAT0R5 

1 


1 



TO REAR SPAR 





EX06-14S5S 

. . CONNECTOR. C0NVAIR 92-40332-005 -V71468- 

1 


1 


1-817-1 

. . CONNECTOR* C0NVAIR 92-47000-020 -V95712- 

1 


1 


165-61 

. . CONNECTOR. CONVAIR 92-40058-009 -V02660- 

1 


1 


EX06-14S2S 

. . CONNECTOR, CONVAIR 92-40332-004 -V71468- 

1 


1 


024048-0000 

. , CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


6 


024049-0000 

. . CONTACT. CONVAIR 92-63901-011 -V7146B- 

I 


2 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


2 

-186 

22-61552 

. HARNESS ASSEMBLY, ENGINE 4 OIL INDICATORS 

1 


1 



TO REAR SPAR 





EX06-14S5S 

. . CONNECTOR, CONVAIR 92-40332-005 -V71468- 

1 


1 


1-817-1 

• . CONNECTOR, CONVAIR 92-47000-020 -V95712- 

1 


1 


165-61 

. . CONNECTOR. CONVAIR 92-40058-009 -V02660- 

1 


1 


EX06-14S25 

. . CONNECTOR. CONVAIR 92-40332-004 -V71468- 

1 


1 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


6 


024049-0000 

. . CONTACT, CONVAIR 92-63901-011 -V7I468- 

1 


2 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


2 

-187 

22-61553-1 

* HARNESS ASSEMBLY, WATER PUMP SWITCH TO 

1 


1 



PERMANENT SPLICE 




-188 

22-61595 

. HARNESS ASSEMBLY, CONSTANT SPEED DRIVE 

1 


1 



DISCONNECT SWITCHES ENGINE 2 TO 






PERMANENT SPLICE 





36157 

• . TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


AR 


320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


AR 

-189 

22-61626 

. HARNESS ASSEMBLY, ENGINE 3 OIL INDICATORS 

1 


1 



TO REAR SPAR DISCONNECT 




-190 

22-61627 

. HARNESS ASSEMBLY, ENGINE 2 OIL INDICATORS 

1 


1 



TO REAR SPAR DISCONNECT 





EX06-14S5S 

. . CONNECTOR, CONVAIR 92-40332-005 -V71468- 

1 


1 


EX06-14S2S 

. „ CONNECTOR, CONVAIR 92-40332-004 -V7146B- 

1 


1 


165-61 

. . CONNECTOR, CONVAIR 92-40058-009 -V02660- 

1 


1 


1-017-1 

. . CONNECTOR. CONVAIR 92-47000-020 -V95712- 

1 


1 


024049-0000 

. . CONTACT, CONVAIR 92-63901-011 -V71468- 

1 


2 


024048-0000 

. . CONTACT. CONVAIR 92-63901-012 -V7146B- 

1 


6 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


1 


36153 

. . TERMINAL, CONVAIR 9B-90805-003 -V00779- 

1 


2 

-191 

22-61672 

. HARNESS ASSEMBLY, CONSTANT SPEED DRIVE 

1 


1 



DISCONNECT SWITCHES ENGINE 3 TO 






PERMANENT SPLICE 





320567 

. . TERMINAL, CONVAIR 98-90805-015 -V00779- 

1 


AR 


320553 

. . TERMINAL, CONVAIR 9B-90B05-020 -V00779- 

1 


AR 
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CON V AIR 88 


ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

6 —192 

22-61660-1 

. HARNESS ASSEMBLY. AC LOAD METERS GENERATOR 

1 


1 



2 TO RELAY STA 306 





PT06E8-MS 

. - CONNECTOR, CONVAIR 92-40325-006 -VO604O- 

1 


2 

-193 

22-61861-1 

. HARNESS ASSEMBLY, AC LOAO METERS GENERATOR 

1 


1 



3 TO RELAY STA 306 




-194 

22-61862-1 

* HARNESS ASSEMBLY, AC LOAD METERS GENERATOR 

l 


1 



4 TO RELAY STA 306 





36151 

. . TERMINAL. CONVAIR 98-90805-001 -V00779- 

1 


1 


PT06E8-4S 

. . CONNECTOR, CONVAIR 92-40325-006 -V06840- 

1 


1 

-193 

22-61790 

. HARNESS ASSEMBLY, CABIN AIR PRESSURE 

1 


1 



CONTROL TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


3 

-196 

22-6 1525 

. HARNESS ASSEMBLY, HYDRAULIC CONTROL PANEL 

1 

10 

1 



TO PERMANENT SPLICE 





22-61525-1 

. HARNESS ASSEMBLY, HYDRAULIC CONTROL PANEL 

11 


1 



TO PERMANENT SPLICE 





024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


6 


024049-0000 

• . CONTACT, CONVAIR 92-63901-011 -V71468- 

1 


2 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


2 


320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


10 


56153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


2 


bX06—14S2S 

. . CONNECTOR, CONVAIR 92-40332-004 -V71468- 

1 

10 

2 

-197 

22-61526 

• HARNESS ASSEMBLY, HYDRAULIC EMERGENCY 

1 

10 

1 



SHUTOFF VALVE ENGINE 1 SWITCH TO 






PERMANENT SPLICE 





22-61526-1 

* HARNESS ASSEMBLY, HYDRAULIC EMERGENCY 

11 


1 



SHUTOFF VALVE ENGINE 1 SWITCH TO 






PERMANENT SPLICE 





320553 

. . TERMINAL, CONVAIR 96-90d0S-020 -V00779- 

1 


5 


320567 

. . TERMINAL, CONVAIR 98-90805-015 -V00779- 

1 


3 


36157 

. . TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


2 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


2 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


1 

-198 

22-61543 

. HARNESS ASSEMBLY, HYDRAULIC FLUID QUANTITY 

1 


1 



INDICATOR TO PERMANENT SPLICE 





PT06E14-19S 

. . CONNECTOR, CONVAIR 92-40325-011 -V06840- 

1 


1 

-199 

22-61622 

. HARNESS ASSEMBLY, TURBO COMPRESSOR 

1 


1 



INDICATOR DISCONNECT TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


4 


PT00EB—MS 

. . CONNECTOR, CONVAIR 92-50288-010 -V06840- 

1 


2 


PT00F10-6S 

. . CONNECTOR, CONVAIR 92-502BB-011 -V06840- 

1 


2 

-200 

22-61623-1 

. HARNESS ASSEMBLY, UPPER AIR CONDITIONING 

1 

7 

1 



PANEL TO PERMANENT SPLICE 





22-61623-3 

. HARNESS ASSEMBLY, UPPER AIR CONDITIONING 

8 


1 



PANEL TO PERMANENT SPLICE 





36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


17 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


2 


320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


20 

-201 

22-61624-003 

. HARNESS ASSEMBLY, CABIN TEMPERATURE 

A 


1 



CONTROLS TO PERMANENT SPLICE 





22-61624-1 

. HARNESS ASSEMBLY, CABIN TEMPERATURE 

2 

6 

1 



CONTROLS TO PERMANENT SPLICE 





22-61624-5 

. HARNESS ASSEMBLY, CABIN TEMPERATURE 

7 

7 

1 



CONTROLS TO PERMANENT SPLICE 





EX06-10SL4S 

. . CONNECTOR, CONVAIR 92-40332-002 -V7I468- 

1 


2 


024040-0000 

. . CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


4 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


AR 


320553 

. . TERMINAL, CONVAIR 98-90805-20 -V00779- 

1 


AR 



A AIRPLANES 1, 8 AND ON 
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ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


CONVAIR 8 S 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AMD 

PART NUMBER 


NOMENCLATURE 

USAGE 

CODE 

UNITS 

PER 




INDEX NO. 


1 

2 3 4 5 6 

FROM 

TO 

ASSEMBLY 

6 -202 

22-61625-1 

, 

HARNESS ASSEMBLV.FKeON COMPRESSOR SYSTEM 

—T" 

7 

1 




CONTROL SWITCH TO PFUMANENT SPLICE 





22-61625-803 

• 

HARNESS ASSEMBLY, FREON COMPRESSOR SYSTEM 

8 


1 




CONTROL SWITCH TO PERMANENT SPLICE 




-203 

22-61683 

• 

HARNESS ASSEMBLY* HYDRAULIC EMERGENCY 

1 

10 

1 




SHUTOFF VALVE SWITCH ENGINE 2 TO 

PERMANENT SPLICE 





22-616B3-1 

• 

HARNESS ASSEMBLY* HYDRAULIC EMERGENCY 

11 


1 




SHUTOFF VALVE SWITCH ENGINE 2 TO 

PERMANENT SPLICE 





320559 

• 

. SPLICE* CONVAIR 98-34001-003 -V0779- 

1 


1 


320562 

* 

. SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


2 


320553 

* 

. TERMINAL* CONVAIR 96-90805-020 -V00779- 

1 


3 


320567 

• 

. TERMINAL* CONVAIR 98-90805-015 -V00779- 

1 


4 


36157 

• 

. TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


1 


36151 

• 

. TERMINAL* CONVAIR 98-90805-001 -V00779- 

1 


1 

-201* 

22-61684 

• 

HARNESS ASSEMBLY* HYDRAULIC EMERGENCY 

1 

10 

1 




SHUTOFF VALVE SWITCH ENGINE 3 TO 

PERMANENT SPLICE 





22-61664-1 

• 

HARNESS ASSEMBLY, HYDRAULIC EMERGENCY 

11 


1 




SHUTOFF VALVE SWITCH ENGINE 3 TO 

PERMANENT 





320553 

m 

. TERMINAL, CONVAIR 96-90805-020 -V00779- 

1 


4 


320567 

m 

. TERMINAL, CONVAIR 90-90805-015 -V00779- 

1 


3 


36157 

• 

. TERMINAL, CONVAIR 98-90605-008 -V00779- 

1 


2 


320562 

• 

. SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


3 

-20S 

22-61665 

• 

HARNESS ASSEMBLY* HYDRAULIC EMERGENCY 

1 

10 

1 




SHUTOFF VALVE SWITCH ENGINE 4 TO 

PERMANENT SPLICE 





22-61685-1 

* 

HARNESS ASSEMBLY, HYDRAULIC EMERGENCY 

11 


1 




SHUTOFF VALVE SNITCH ENGINE 4 TO 

PERMANENT SPLICE 





320567 

* 

. TERMINAL, CONVAIR 96-90805-015 -V00779- 

1 


1 


36161 

* 

• TERMINAL* CONVAIR 98-90805-016 -V00779- 

1 


2 


320574 

* 

. TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


1 


36151 

• 

. TERMINAL* CONVAIR 98-90805-001 -V00779- 

1 


3 


320559 

* 

• SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


1 


320562 

m 

• SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


? 


320634 


. TERMINAL, CONVAIR 98-90817-003 -V00779- 

H 


1 


Feb. 10/62 
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CON V AIR RR 


ELECTRICAL HARNESSES 
FLIGHT COMPARTMENT 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

6 -206 

22-61596-803 

. HARNESS ASSEMBLY. FLIGHT ENGINEER AIK 

A 


1 



CONDITIONING PANEL TO PERMANENT SPLICE 





22-61596-1 

. HARNESS ASSEMBLY* FLIGHT ENGINEER AIR 

2 

6 

1 



CONDITIONING PANEL TO PERMANENT SPLICE 





22-61596-5 

. HARNESS ASSEMBLY. FLIGHT ENGINEER AIR 

7 

7 

1 



CONDITIONING PANEL TO PERMANENT SPLICE 




-207 

22-61793 

. HARNESS ASSEMBLY* AIR FLOW INDICATOR TO 

1 


1 



PERMANENT SPLICE 





PT06E8-4S 

- * CONNECTOR* CONVAIR 92-40325-006 -V06840- 

1 


1 


EX06-14S2S 

. - CONNECTOR* CONVAIR 92-40332-004 -V71460- 

1 


1 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


1 


024049-0000 

. . CONTACT* CONVAIR 92-63901-011 -V71468- 

1 


2 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


2 

-208 

22-61928 

«, HARNESS ASSEMBLY* ENGINEER FLOOD LIGHT 

1 


1 



CONTINUE TO AC JUNCTION BOX FLOOD LIGHT 




-209 

22-61929 

. HARNESS ASSEMBLY, ENGINEER FLOOD LIGHT 

1 

10 

1 



CONTINUE TO CIRCUIT BREAKER FLOOD LIGHT 





22-61929-1 

. HARNESS ASSEMBLY, ENGINEER FLOOD LIGHT 

11 


1 



CONTINUE TO CIRCUIT BREAKER FLOOO LIGHT 




-209.1 

22-61728-1 

. HARNESS ASSEMBLY, AUTOPILOT DISENGAGE 

1 


1 



SWITCHES TO PERMANENT SPLICE 




-210 

22-61754 

* HARNESS ASSEMBLY* FUEL TEMPERATURE SELECTOR 

1 


1 



SWITCH ENGINE 3 TO PERMANENT SPLICE 




-211 

22-61502 

. HARNESS ASSEMBLY* FLIGHT ENGINEER LWR AIR 

1 


1 



CONDITIONING PANEL TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90B05-003 -V00779- 

1 


13 


320553 

. - TERMINAL* CONVAIR 98-90005-020 -V00779- 

1 


13 


36151 

. . TERMINAL, CONVAIR 98-90B05-001 -V00779- 

1 


11 

-212 

22-61941 

. HARNESS ASSEMBLY, CONSTANT SPEED DRIVE 

1 


1 



SWITCH ENGINE 1 TO PERMANENT SPLICE 




-213 

22-61940 

. HARNESS ASSEMBLY, CONSTANT SPEED DRIVE 

1 


1 



SWITCH ENGINE 4 TO PERMANENT SPLICE 





320553 

. . TERMINAL, CONVAIR 9B-90805-020 -V00779- 

1 


AR 


320567 

. . TERMINAL, CONVAIR 98-90805-015 -V00779- 

1 


AR 

-214 

22-61900 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO 

1 


1 



SAFETY PIN WARNING LIGHTS 





36153 

. . TERMINAL, CONVAIR 9B-90805-003 -V00779- 

1 


1 


320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


13 

-215 

22-61901 

. HARNESS ASSEMBLY, DOOR OPEN WARNING LIGHTS 

1 


1 



TO DIMENSION RELAY BOX 7 





36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


4 


320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


37 



A AIRPLANES 1, 8 AND ON 
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ELECTRICAL HARNESSES 
PWD ENTRANCE 


CON V AIR 88’ 


ILLUSTRATED PARTS CATALOG 


SECTION V 
Chapter 9^- 

ELECTRICAL HARNESSES 


END ENTRANCE ELECTRICAL HARNESSES 


Apr. 28/6l 
A 


9^-2 
Page 1 




C O N V A I R 8 8^i> ELECTRICAL HARNESSES 

——FWD ENTRANCE 

ILLUSTRATED PARTS CATALOG 



UA4.91.01-00M 


FWD ENTRANCE ELECTRICAL HARNESSES 

9^-2 STA 301 TO 413 Feb. 10/62 

Page 2 FIGURE 1 (SHEET 1 OF 2) A-2 

































































ELECTRICAL HARNESSES 
FWD ENTRANCE 


CON V AIR 88' 


ILLUSTRATED PARTS CATALOG 


77 , 40 , 37 
129 , 128 , 127 ' 
222 , 218 , 130 , 
238 , 237 , 236 


241 243 
240 242 
238 241 
237 238 
236 237 



2r04.P4.02 K1.JA 


Fet>. 10/62 
A-2 


FWD ENTRANCE ELECTRICAL HARNESSES 
STA 301 TO 413 
FIGURE 1 (SHEET 2 OF 2) 
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CONVAIR BB 


ELECTRICAL HARNESSES 
FWD ENTRANCE 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

NDEXNO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 


FWD ENTRANCE ELECTRICAL HARNESSES 






5TA 301 TO 413 SEE 22-63000 




-216 

22-63553 

. HARNESS ASSEMBLY* FWD DOOR PERMANENT SPLICE 

1 


1 



TO PERMANENT SPLICE LH 




-217 

22-62621 

. HARNESS ASSEMBLY* FWD LAVATORY HEATER TO 

1 


1 



REAR SPAR PERMANENT SPLICE LH 





320559 

. . SPLICE* CONVAIR 98-34001-003 -V00779- 

1 


2 

-218 

22-63562-1 

. HARNESS ASSEMBLY. FWD LOADING RAMP 

1 


1 



DISCONNECT TO PERMANENT SPLICE LH 





PT06E12-3S 

. . CONNECTOR. CONVAIR 92-40325-015 -V06840- 

1 


1 

-219 

22-63560-1 

* HARNESS ASSEMBLY, FWD LOADING RAMP 

1 


1 



RECEPTACLE TO DISCONNECT LH 





PT00E12-3P 

. . CONNECTOR, CONVAIR 92-50288-012 -V06840- 

1 


1 


320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


4 

-220 

22-63564 

. HARNESS ASSEMBLY* FWO ENTRANCE 

1 


1 



LIGHTS TO PERMANENT SPLICE LH 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


10 


320553 

. . TERMINAL* CONVAIR 9B-90805-020 -V00779- 

1 


6 


320559 

„ . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


2 

-221 

22-63531 

. HARNESS ASSEMBLY, FWD ENTRANCE 

1 


1 



DOOR SIGN TO PERMANENT SPLICE LH 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


320553 

. „ TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


6 

-222 

22-63569 

. HARNESS ASSEMBLY* FWO STEWARDESS 

1 


1 



PERMANENT SPLICE TO DIODES LH 





320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 

-223 

22-63500 

. HARNESS ASSEMBLY, OVERHEAD PERMANENT 

1 


1 



SPLICE TO UPPER ANTI-COLLISION LIGHT LH 





36153 

. . TERMINAL, CONVAIR 9B-90805-003 -V00779- 

1 


1 


PT06E8-4S 

. . PLUG, CONVAIR 92-40325-006 -V06840- 

1 


1 

-221* 

22-63554 

. HARNESS ASSEMBLY, FWD WARNING SIGN SPLICE 

1 


1 



TO CENTER SPLICE LH 





320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


3 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


10 


36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


20 

-225 

22-63607 

. HARNESS ASSEMBLY, FWD STEWARDESS PANEL 

1 


1 



PERMANENT SPLICE TO PASSENGER CALL 






SWITCH PERMANENT SPLICE SEAT 1 LH 




-226 

22-63607-1 

. HARNESS ASSEMBLY, FWD STEWARDESS PANEL 

1 


1 



PERMANENT SPLICE TO PASSENGER CALL 






SWITCH PERMANENT SPLICE SEAT 1 TO 4 LH 





320562 

. . SPLICE* CONVAIR 98-34001-001 -VQ0779- 

1 


l 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


2 

-227 

22-63607-3 

. HARNESS ASSEMBLY, FWD STEWARDESS PANEL 

1 


1 



PERMANENT SPLICE TO PASSENGFR CALL 






SWITCH PERMANENT SPLICE SEAT 8 LH 





320562 

. . SPLICE, CONVAIR 9B-34001-001 -V00779- 

1 


1 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


3 

-228 

22-63607-5 

. HARNESS ASSEMBLY, FWO STEWARDESS PANEL 

1 


1 



PERMANENT SPLICE TO PASSENGER CALL 






SWITCH PERMANENT SPLICE SEAT 10 TO 15 LH 





320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


1 


320570 

. . SPLICE, CONVAIR 98-34001-002 -V00779- 

1 


2 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


1 
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ELECTRICAL HARNESSES 
FWD ENTRANCE 


CONVAIR BB, 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 


USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

NOMENCLATURE 

1 2 3 4 5 6 

FROM 

TO 

1 -229 

22-63512 

. HARNESS ASSEMBLY, FWD EXIT SIGN TO 

1 


1 



PERMANENT SPLICE RH 




-230 

22-62554-1 

. HARNESS ASSEMBLY, PERMANENT SPLICE 

l 


1 



TO BUFFET 1 KH 





PTOOE12-3S 

„ . CONNECTOR* CONVAIR 92-50208-021 -V06840- 

1 


1 


36153 

. . TERMINAL, CONVAIR 9B-90805-003 -V00T79- 

1 


1 

-231 

22-61099-1 

• HARNESS ASSEMBLY* ELECTRONIC AND ELECTRICAL 

1 


1 



COMPARTMENT ACCESS DOOR SWITCH TO 






PERMANENT SPLICE RH 





320559 

. . SPLICE * CONVAIR 98-34001-003 -V00779- 

l 


0 


36151 

* . TERMINAL* CONVAIR 98-90805-001 -V00779- 

1 


2 

-232 

22-61568-1 

. HARNESS ASSEMBLY, GENERATOR AND BUS TIE 

1 


1 



CONTACTOR 4 TO PERMANENT SPLICE RH 





320570 

• - SPLICE. CONVAIR 90-34001-002 -V00779- 

1 


1 


320559 

. . SPLICE, CONVAIR 9B-34001-003 -V00779- 

1 


3 


320562 

. • SPLICE. CONVAIR 98-34001-001 -V00779- 

1 


3 


36153 

. . TERMINAL, CONVAIR 90-90805-003 -V00779- 

1 


4 


PT06E18-32P 

- . CONNECTOR, CONVAIR 92-40325-019 -V06840- 

1 


1 

-234 

22-63556 

* HARNESS ASSEMBLY* LOUNGE WARNING SIGNS 

1 


1 



PERMANENT SPLICE TO FWD WARNING SIGNS RH 





36153 

• . TERMINAL* CONVAIR 90-90005-003 -V00779- 

1 


1 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


1 

-235 

22-62553-1 

- HARNESS ASSEMBLY, PERMANENT SPLICE TO 

1 

10 

1 



BUFFET 2 RH 





22-62553-805 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO 

1 1 


1 



BUFFET 2 RH 





PTOOE16-BS 

. . CONNECTOR* CONVAIR 92-50288-023 -V06B40- 

1 


1 

-236 

22-63518 

. HARNESS ASSEMBLY, STEWARDESS FWD 

1 


1 



CHIME TO PERMANENT SPLICE RH 





320562 

- . SPLICE, CONVAIR 98-34001-001 -VQ0779- 

l 


1 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


4 

-237 

22-63501 

. HARNESS ASSEMBLY, STEWARDESS FWD PANEL 

1 


1 



WARNING SIGNS TO PERMANENT SPLICE RH 





320559 

. . SPLICE, CONVAIR 90-34001-003 -V00779- 

1 


a 


36151 

. . TERMINAL, CONVAIR 9B-90805-001 -V00779- 

1 


l 


36153 

. . TERMINAL, CONVAIR 98-90B05-003 -V00779- 

1 


l 


320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


35 

-230 

22-63609 

. HARNESS ASSEMBLY, COAT CLOSET 

1 


1 



SWITCH TO LIGHT BALLAST RH 





36153 

. . TERMINAL, CONVAIR 98-90H05-003 -V00779- 

1 


3 


Feb. 10/62 
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CONVAIR QS 


ELECTRICAL HARNESSES 
FWD ENTRANCE 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 -21*0 

22-63532 

* HARNESS ASSEMBLY* FWD SERVICE 

1 


1 



DOOR SIGN TO PERMANENT SPLICE RH 





320562 

. . SPLICE. CONVAIR 98-34001-001 -V00779- 

1 


1 


36153 

• . TERMINAL, CONVAIR 98-90005-003 -V00779- 

1 


7 

-241 

22-63544 

. HARNESS ASSEMBLY. FWD BUFFET 

1 


1 



AFT LIGHTS TO PERMANENT SPLICE RH 





36153 

. . TERMINAL. CONVAIR 98-90805-003 -V00779- 

l 


14 

-242 

22-635B6 

. HARNESS ASSEMBLY. FHD STEWARDESS 

1 


1 



BOX DIODES TO PERMANENT SPLICE RH 





320559 

. . SPLICE. CONVAIR 98-34001-003 -V00779- 

1 


4 


36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


6 

-21*4 

22-63566 

. HARNESS ASSEMBLY, EMERGENCY 

1 


1 



EXIT TO FWD STEWARDESS PANEL RH 




-245 

22-63557 

. HARNESS ASSEMBLY. FWO STEWARDESS 

1 


1 



PANEL PERMANENT SPLICE TO LOUNGE 






WARNING SIGNS PERMANENT SPLICE RH 





320570 

. . SPLICE. CONVAIR 96-34001-002 -V00779- 

1 


2 


320559 

. . SPLICE. CONVAIR 98-34001-003 -V00779- 

1 


3 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

I 


1 

-246 

22-63621 

. HARNESS ASSEMBLY, CABIN VALANCE LIGHT TO 

1 


1 



BALLAST RH 




—247*1 

22-62623 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO REAR 

1 


1 



SPAR FEED THRU PERMANENT SPLICE ENGINE 1 






STA 375 





320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


8 

-248 

22-63523 

• HARNESS ASSEMBLY, WINDOW LIGHTS RH 

1 


1 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


3 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


3 
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ELECTRICAL HARNESSES 
CABIN 


CONVAIR B8j 


ILLUSTRATED PARTS CATALOG 

c 


SECTION V 
Chapter 94 

ELECTRICAL HARNESSES 



CABIN ELECTRICAL HARNESSES 



Apr. 28/6l 
A 


9^-3 
Page 1 




CON V AIR 88' 


ELECTRICAL HARNESSES 
CABIN 


ILLUSTRATED PARTS CATALOG 



33.04.?*.03 003A 


94-3 

Page 2 


PASSENGER COMPARTMENT 
STA 390 TO 640 ELECTRICAL HARNESSES 
FIGURE 1 


Feb. 10/62 
A-2 
































ELECTRICAL HARNESSES 
CABIN 


CONVAIR 8S 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

PROM 

TO 

1 


PASSENGER COMPARTMENT STA 390 TO 640 






ELECTRICAL HARNESSES SEE 22-63001 




-21*9 

22-63521 

. HARNESS ASSEMBLY* LOUNGE TABLE LAMP TO 

1 


1 



PERMANENT SPLICE 





320559 

. . SPLICE. CONVAIR 98-34001-003 -V00779- 

1 


2 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


4 

-250 

22-63522 

. HARNESS ASSEMBLY, WINDOW LIGHTS 

1 


1 



STA 432 TO 546 LH 





320562 

- - SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


17 


36153 

. . TERMINAL, CONVAIR 98-9805-003 -V00779- 

1 


3 

-251 

22-62570-1 

. HARNESS ASSEMBLY, ANGLE OF ATTACK SENSOR 

1 


1 



TO PERMANENT SPLICE 





320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


10 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


DM9609—19S 

. . CONNECTOR, CONVAIR 92-40058-024 -V17419- 

1 


1 

-252 

22-63S19 

. HARNESS ASSEMBLY, OVERHEAD LOUNGE LIGHTS 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


26 

-253 

22-63558 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SEAT 1 LH 





22-63573 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SEAT 1 RH 





36151 

. . TERMINAL, LH CONVAIR 98-90805-001 

1 


5 



—V00779- 





36151 

. . TERMINAL, RH CONVAIR 98-90805-001 

1 


2 



-V00779- 




-253.1 

22-63577 

. HARNESS ASSEMBLY, READING LIGHT STA 423 LH 

1 


1 


22-63578 

. HARNESS ASSEMBLY, READING LIGHT STA 423 RH 

1 


1 


36157 

. . TERMINAL, CONVAIR 98-9B05-008 -V00779- 

1 


9 


320574 

. . TERMINAL, CONVAIR 98-9805-010 -V00779 

1 


4 

-254 

22-63591 

. HARNESS ASSEMBLY, READING LIGHT PERMANENT 

1 


1 



SPLICE SEAT 1 TO 2 LH 





22-63590 

. HARNESS ASSEMBLY, READING LIGHT PERMANENT 

1 


1 



SPLICE SEAT 1 TO 2 RH 





320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


6 

-255 

22-63591-1 

. HARNESS ASSEMBLY, READING LIGHT PERMANENT 

1 


1 



SPLICE SEAT 2 TO 3 LH 





22-63590-1 

. HARNESS ASSEMBLY, READING LIGHT PERMANENT 

1 


1 



SPLICE SEAT 2 TO 3 RH 





320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


12 

-256 

22-63559 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SEAT 2 LH 





22-63574 

. HARNESS ASSEMBLY, PASSENGER CALL SNITCH 

1 


1 



TO PERMANENT SPLICE SEAT 2 RH 





36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


5 

-257 

22-63572 

. HARNESS ASSEMBLY, PASSENGER CALL SNITCH 

1 


1 



TO PERMANENT SPLICE SEAT 3 LH 





36157 

. . TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


5 


22-63575 

„ HARNESS ASSEMBLY, PASSENGER CALL SNITCH 

1 


1 



TO PERMANENT SPLICE SEAT 3 RH 





36151 

. . TERMINAL, CONVAIR 9B-90B05-001 -V00779- 

1 


5 


Feb. 10/62 
C-2 


9^-3 
Page 3 















CONVAIR QQf 


ELECTRICAL HARNESSES 
CABIN 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

FROM 

TO 

PER 

ASSEMBLY 

1 -asB 

22-63579 

. HARNESS ASSEMBLY, PASSENGER CAU SWITCH 

1 


4 



TO PbRHANENT SPLICE SfcAI 4 TO T LH 





22-63576 

. HARNESS ASSEMBLY, PASStNCtR CALL SWITCH 

1 


4 



TO PERMANENT SPLICE SEAT 4 TO 7 RH 





56151 

. . TERMINAL, RH CONVAIR 98-90805-001 

1 


5 



—V0077V- 




—259 

22-63591-3 

. HARNESS ASSEMBLY, READING LIGHT TO 

1 


1 



PERMANENT SPLICE SEAT 3 TO 4 LH 





22-63590-3 

. HARNESS ASSEMBLY, READING LIGHT TO 

1 


1 



PERMANENT SPLICE SEAT 3 TO 4 RH 





32057U 

. . TERMINAL, CONVAIR 98-90805-010 -V0U779- 

1 


1 

-260 

22-63601 

■ HARNESS ASSEMBLY, PERMANENT SPLICE 

1 


1 



CALL SWITCH StAT 4 TO 5 LH 





22-63600 

. HARNESS ASSEMBLY, PERMANENT SPLICE 

1 


1 



CALL SWITCH SEAT 4 TO 5 RH 





320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


3 

-261 

22-63587 

. HARNESS ASSEMBLY, READING LIGHT TO 

1 


19 



PERMANENT SPLICE SEAT 4 TO 22 LH 





22—63506 

* HARNE55 ASSEMBLY, READING LIGHT TO 

1 


19 



PERMANENT SPLICE SEAT 4 TO 22 RH 





320574 

. - TERMINAL, LH CONVAIR 96-90805-010 

1 


6 



—V0Q7I9- 





320574 

- • TERMINAL, RH CONVAIR 98-90805-010 

1 


4 



-V00779- 





36157 

. . TERMINAL, LH CONVAIR 98-90805-008 

1 


14 



—V00779- 





36157 

«. . TERMINAL, RH CONVAIR 98-90805-008 

1 


9 



—V00779- 




-262 

22-63593 

• HARNESS ASSEMBLY, RFADING LIGHT TO 

1 


1 



PERMANENT SPLICE StAT 4 TO 5 LH 





22-65592 

. HARNESS ASSEMBLY, READING LIGHT TO 

1 


1 



PERMANENT SPLICE SEAT 4 TO 5 RH 





323280 

. * PLUG, CONVAIR 96-89500-002 -V00779- 

1 


1 


320562 

. . SPLICE, RH CONVAIR 98-34001-001 -V00779- 

1 


3 

-263 

22-63593-1 

. HARNESS ASSEMBLY, READING LIGHTS TO 

1 


1 



PERMANENT SPLICE StAT 5 TO 6 LH 





22-63592-1 

• HARNESS ASSEMBLY, READING LIGHTS TO 

1 


1 



PERMANENT SPLICfc SEAT 5 TO 6 RH 





320562 

. . SPLICE, LH CONVAIR 98-34001-001 -V0Q779- 

1 


8 


320562 

- - SPLICfc, RH CONVAIR 98-34001-001 -V00779- 

1 


3 

-26*4 

22-63601-1 

. HARNESS ASSLMBLY, PERMANENT SPLICE CALL 

1 


1 



SWITCH SEAT 5 TO 6 LH 





22-63600-1 

- HARNESS ASSEMBLY, PERMANENT SPLICfc CALL 

1 


1 



SWITCH SEAT 5 TO 6 RH 





320562 

• • SPLICE, LH CONVAIR 90-34001-001 -V00779- 

1 


6 


320562 

- . SPLICE, RH CONVAIR 98-34001-001 -V00779- 

1 


3 
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ELECTRONIC HARNESSES 
FUSELAGE FWD 
UNDERFLOOR 


C O N V A I R 



ILLUSTRATED PARTS CATALOG 


FIGURE 



USAGE 

UNITS 

AMD 

PART NUMBER 

NOMENCLATURE 

a 

DDE 




■ PER 

INDEX NO 


1 2 3 4 5 6 

FROM 

TO 

ASSEMBLY 

2 


FUSELAGE FWD UNDER FLOOR ELECTRONIC HARNESSES 






OVER WING AREA AN0 ABOVE WHEEL HELL 

SEE 22-33003 




-1ST 

22-33811 

. HARNESS ASSEMBLY, AIR CONDITIONING TO 

1 


1 

-157.1 


PRESSURE FEED THRU A LH 




22-33810 

• HARNESS ASSEMBLY, AIR CONDITIONING TO 

1 


1 

-158 

22-33751 

PRESSURE FEED THRU C RH 
. HARNESS ASSEMBLY, COAX AIR CONDITIONING 

1 

2 

1 



COMPARTMENT DISCONNECT TO HYDRAULIC 

COMPARTMENT DISCONNECT ADF 1 





22-33751-803 

. HARNESS ASSEMBLY, COAX AIR CONDITIONING 

3 


1 

- 159 


COMPARTMENT DISCONNECT TO HYDRAULIC 

COMPARTMENT DISCONNECT ADF 1 




22-33751-801 

. HARNESS ASSEMBLY, COAX AIR CONDITIONING 

1 

2 

I 



COMPARTMENT DISCONNECT TO HYDRAULIC 

COMPARTMENT DISCONNECT ADF 2 





22-33751-805 

. HARNESS ASSEMBLY. COAX AIR CONDITIONING 

3 


1 



COMPARTMENT DISCONNECT TO HYDRAULIC 

COMPARTMENT DISCONNECT ADF 2 




-160 

UG00C-U 

. . CONNECTOR, CONVAIR 92-47001-807 

1 


2 

1 

22-33890 

. . HARNESS ASSEMBLY, AIR CONDITIONING 

l 




COMPARTMENT TO SPLICE 




-161 

22-33957 

. HARNESS ASSEMBLY, RADIO COMPARTMENT SPLICE 

1 


1 



TO HYORAULIC COMPARTMENT SPLICE HF 1 




-162 

320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

I 


13 

1 

22-33968 

. HARNESS ASSEMBLY, RADIO COMPARTMENT SPLICE 

1 


-163 

320562 

TO HYDRAULIC COMPARTMENT SPLICE HF 2 
. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


26 

22-33887 

. HARNESS ASSEMBLY, RADIO COMPARTMENT SPLICE 

1 


1 



TO HYORAULIC COMPARTMENT SPLICE 

PUBLIC ADDRESS 





320570 

. . SPLICE, CONVAIR 98-34001-002 -V00779- 

1 


2 


320559 

- . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


4 


323975 

. . SPLICE, CONVAIR 98-34009-003 -V00779- 

1 


22 


Feb. 10/62 
C-l 


93-5 

Page 7 






















c 


( 


( 





ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL COMPT 


CONVAIR 
ILLUSTRATED PARTS CATALOG 


3 


4SS 

446 

185 

116 



457 

445 

183 

83 



456 

401 

182 

82 



455 

393 

181 




454 

391 

180 

63 



453 

383 

177 

60 



452 

381 

176 

58 



451 

279 

164 

53 


524 

450 

203 

157 

47 

445 

514 

449 

194 

144 

33 

403 

513 

448 

193 

124 

32 

112 

508 

447 

192 

119 


83 

496 



l3OO4.0S.OO7I 


Apr. 28/6l 
A 


UNDERFLOOR STA 2?0 TO 375 RH ELECTRICAL HARNESSES 
FIGURE 1 (SHEET 2 OF 4) 
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CONVA1R 
ILLUSTRATED PARTS CATALOG 



ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL COMPT 


5463 

507 

462 

460 

459 

405 

398 

363 



507 462 

522 483 

546*3 484 

485 

488 


23.04.94.01.002-1 

94-5 

Page 4 


UNDERFLOOR STA 250 TO 375 RH ELECTRICAL HARNESSES Apr. 28/6l 
FIGURE 1 (SHEET 3 OF 4) A 









ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL COMPT 


CON V AIR 88' 


ILLUSTRATED PARTS CATALOG 


SECTION V 
Chapter 94 

ELECTRICAL HARNESSES 


RT.-FinTROTJTC AND ELECTRICAL COMPARTMENT ELECTRICAL HARNESSES 


Apr 

A 


28/61 


94-5 

Page 1 




CONVAIR 
ILLUSTRATED PARTS CATALOG 



ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL COMPT 



1iO4.FLQV00J 1 


Apr. 28/6l 
A 


94-5 

Page 2 


UNDERFLOOR STA 2?0 TO 375 RH ELECTRICAL HARNESSES 
FIGURE 1 (SHEET 1 OF 4) 
































ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL COMPT 


CONVAIR 
ILLUSTRATED PARTS CATALOG 






655 364 
442J 360 
408J 336 
405 280 
404 279 
403 199 
401 67 

400 55 

399 46 



MA4. *4.01.001-4 


Apr. 28/6l 
A 


UNDERFLOOR STA 250 TO 375 RH ELECTRICAL HARNESSES 
FIGURE 1 (SHEET 4 OF 4) 
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CONVAIR 

ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL COMPT 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 


UNDERFLOOR STA 250 TO 375 RH ELECTRICAL 






HARNESSES SEE 22-61004 




-445 

22-61845-1 

. HARNESS ASSEMBLY. FLIGHT ENGINEER STATION 

1 


1 



TO TRANSFORMER RECTIFIER UNIT 2 





YAEV63L 

. . TERMINAL. CONVAIR 98-90806-006 -V09922- 

1 


3 


36153 

• . TERMINAL* CONVAIR 98-90605-003 -V00779- 

1 


4 


320559 

. . CONDUCTOR. CONVAIR 98-34001-003 -V00779- 

1 


2 


225-0017-000 

• . PLUG* CONVAIR 92-91200-007 -V71468- 

1 


1 


024048-0000 

. . CONNECTOR. CONVAIR 92-63901-012 -V7146S- 

1 


4 


024049-0000 

. . CONNECTOR. CONVAIR 92-63901-011 -V71468- 

1 


3 


EX06-16S15 

. . CONNECTOR, CONVAIR 92-40332-007 -V71468- 

1 


1 

-446 

22-61798-1 

. HARNESS ASSEMBLY, CONTROLLER REGULATOR 4 

1 


1 



TO PERMANENT SPLICE 





PT06E22-55S 

. . CONNECTOR, CONVAIR 92-40325-010 -V77B20- 

1 


1 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


7 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


JN10-104 

. . FILTER. CONVAIR 93-78604-001 -VB01S3- 

1 


1 

-447 

22-61769-1 

. HARNESS ASSEMBLY* CONTROLLER REGULATOR 2 

1 


1 



TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


320559 

* . CONDUCTOR* CONVAIR 98-34001-003 -V00779- 

1 


9 


PT06E22-55S 

. . CONNECTOR, CONVAIR 92-40325-010 -V77820- 

1 


1 


JN10-104 

• • FILTER* CONVAIR 93-78604-001 -VB0183- 

1 


1 

—44B 

22-61760-1 

. HARNESS ASSEMBLY* CONTROLLER REGULATOR 3 

1 


1 



TO PERMANENT SPLICE 





36153 

• * TERMINAL* CONVAIR 98-90805-003 -V00779- 

1 


1 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


9 


PT06E22-55S 

. . CONNECTOR, CONVAIR 92-40325-010 -V77820- 

1 


1 


JN10-104 

. . FILTER, CONVAIR 93-78604-001 -V801B3- 

1 


1 

-449 

22-61795-1 

. HARNESS ASSEMBLY, RELAY 

1 


1 



INSTALLATION TO PERMANENT SPLICE STA 306 




-450 

22-61500 

. HARNESS ASSEMBLY, MASTER WARNING BOX 3 

1 


1 



TO PERMANENT SPLICE 





PT06E22-55S 

. . CONNECTOR, CONVAIR 92-40325-010 -V77B20- 

1 


1 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


17 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 

-451 

22-62522 

. HARNESS ASSEMBLY, STRUCTURE TEMPERATURE 

1 


1 



PERMANENT SPLICE TO FRONT SPAR FEEO THRU 






PANEL A 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -VD0779- 

1 


8 

-452 

22-61858 

. HARNESS ASSEMBLY, COPILOT POWER FAIL 

1 


1 



RELAYS TO PERMANENT SPLICE 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


5 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


2 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


11 


Feb. 10/62 
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ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRIC COMFT 


C O N V A I R 8S 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 3 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 -453 

22-61857 

. HARNESS ASSEMBLY, PILOT POWER FAIL RELAYS 

I 


1 



TO PERMANENT SPLICE 





36151 

* - TERMINAL, CONVAIR 90-90805-001 -V00779- 

1 


7 


36153 

• . TERMINAL, CONVAIR 90-90805-003 -V00779- 

1 


6 


320559 

. . CONDUCTOR, CONVAIR 90-34001-003 -V00779- 

1 


5 

-454 

22-61799-1 

. HARNESS ASSEMBLY. CONTROLLER REGULATOR 1 

1 


1 



TO PERMANENT SPLICE 





PT06E22—55S 

. . CONNECTOR, CONVAIR 92-40325-010 -V77820- 

1 


1 


36153 

. . TERMINAL. CONVAIR 98-90805-005 -V00779- 

1 


1 


320559 

„ - CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


7 

-455 

22-61850 

. HARNESS ASSEMBLY, PILOT ESSENTIAL 28 VOLT 

1 


1 



LIGHTING TRANSFORMER RELAY TO PERMANENT 






SPLICE 





36153 

. . TERMINAL, CONVAIR 9B-90B0S-D03 -V00779- 

1 


J 


320574 

. • TERMINAL, CONVAIR 98-90005-010 -V00779- 

1 


1 

-456 

22-61633-1 

• HARNESS ASSEMBLY, INSTRUMENT BUS TO 

1 


1 



INSTRUMENT POWER TRANSFER RELAY 




-457 

22-62517-1 

. HARNESS ASSEMBLY, FEED THRU PANEL H TO 

1 


1 



INSTRUMENT PANEL STATION 





320570 

. . CONDUCTOR, CONVAIR 96-34001-002 -V00779- 

1 


1 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


15 

-458 

22-62506 

. HARNESS ASSEMBLY, FEED THRU PANEL W TO 

1 


1 



PERMANENT SPLICE 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


12 

-459 

22-61821 

. HARNESS ASSEMBLY, ANTI-ICE RELAY 1 TO 

1 


1 



PERMANENT splice 




-460 

22-62500-3 

- HARNESS ASSEMBLY, FEED THRU PANEL W TO 

1 


1 



LANDING LIGHT RELAY LH 





320559 

- „ CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


3 

-461 

22-62508-5 

• HARNESS ASSEMBLY, FEED THRU PANEL H TO 

1 


1 



PERMANENT SPLICE 




-462 

22-62533-1 

• HARNESS ASSEMBLY, FEED THRU PANEL F X 0 

1 


1 



DIMMING RELAY BOX 





320559 

• . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


6 

-464 

22-62548-1 

. HARNESS ASSEMBLY, FEED THRU PANEL K TO 

1 


1 



DIMMING RELAY BOXES 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


9 


36153 

. - TERMINAL, CONVAIR 98-90B05-003 -V00779- 

1 


1 

-465 

22-62519-1 

. HARNESS ASSEMBLY, FEED THRU PANEL P TO 

1 


1 



INSTRUMENT PANEL STATION 





320562 

- . CONDUCTOR, CONVAIR 90-34001-001 -V00779- 

1 


2 


320570 

• . CONDUCTOR, CONVAIR 99-34001-002 -V00779- 

1 


1 


320559 

. . CONDUCTOR, CONVAIR 90-34001-003 -V00779- 

1 


16 

-466 

22-62526 

• HARNESS ASSEMBLY, FEED THRU PANEL R TO 

1 


1 



FLIGHT ENGINEER STATION 





320562 

. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


1 


320570 

• • CONDUCTOR, CONVAIR 98-34001-002 -V00779- 

1 


3 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


19 

-467 

22-62528-1 

. HARNESS ASSEMBLY, FEED THRU PANEL N TO 

1 


1 



INSTRUMENT PANEL STATION 





320562 

. „ CONDUCTOR, CONVAIR 95-34001-001 -V00779- 

1 


1 


320570 

. . CONDUCTOR, CONVAIR 90-34001-002 -V0G779- 

1 


1 


320559 

• - CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


17 

-468 

22-62516-1 

• HARNESS ASSEMBLY, FEED THRU PANEL Q TO 

1 


1 



FLIGHT ENGINEER STATION 





320562 

- . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


1 


320570 

• . CONDUCTOR, CONVAIR 98-34001-002 -V00779- 

1 


3 


320559 

. * CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


10 

-469 

22-62530 

• HARNESS ASSEMBLY, FEED THRU PANEL N TO 

1 


1 



RELAY INSTALLATION STA 306 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


11 
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CONVAIR 

ILLUSTRATED PARTS CATALOG 



ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL COMPT 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USA 

CO 

GE 

DE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 -470 

22-61581 

. HARNESS ASSEMBLY# MASTER WARNING BOX 4 

1 

10 

1 



TO PERMANENT SPLICE 





22-61581-1 

. HARNESS ASSEMBLY, MASTER WARNING BOX 4 

11 


1 



TO PERMANENT SPLICE 





PT06E22-55S 

. . CONNECTOR, CONVAIR 92-40325-010 -V77B20- 

1 


l 


36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


1 

-471 

22-61B36 

. HARNESS ASSEMBLY, FLIGHT DECK PICKUP TO 

1 


1 



PERMANENT SPLICE 





CT06E14S9S 

. . CONNECTOR, CONVAIR 92-40334-004 -V7146B- 

1 


1 

-472 

22-62S95-803 

. HARNESS ASSEMBLY# LANDING GEAR SAFETY RELAY 

A 


1 



TO PLENUM CHAMBER FEEO THRU V 





22-62595-5 

. HARNESS ASSEMBLY, LANDING GEAR SAFETY RELAY 

2 

7 

1 



TO PLENUM CHAMBER FEED THRU V 




-473 

22-61704-1 

. HARNESS ASSEMBLY, WATER PUMP RELAY TO AIR 

1 


1 



PUMP MOTOR 





PT06EB-4S 

. . CONNECTOR, CONVAIR 92-40325-006 -V77820- 

1 


3 


EX06-10SL4S 

- . CONNECTOR, CONVAIR 92-40332-002 -V7146B- 

1 


1 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V7146B- 

1 


2 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


4 

-474 

22-62S05 

. HARNESS ASSEMBLY# FEED THRU PANEL X TO 

1 


1 



PERMANENT SPLICE 





320559 

„ . CONDUCTOR# CONVAIR 98-34001-003 -V00779- 

1 


12 

-475 

22-62616 

. HARNESS ASSEMBLY, CIRCUIT BREAKER PERMANENT 

1 


l 



SPLICE TO REAR SPAR PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90B05-003 -V00779- 

1 


3 


320570 

. . CONDUCTOR, CONVAIR 98-34001-002 -V00779- 

1 


2 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -VO0779- 

l 


9 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V7146B- 

1 


2 


EX06-12S35 

. . CONNECTOR, CONVAIR 92-40332-003 -V71468- 

1 


1 



A AIRPLANES 1, 8 AND ON 
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ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRIC COMPT 


CONVAIR 88’ 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 


USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

NUMcNLLA 1U K t 

1 2 3 4 5 6 

FROM 

TO 

1 -476 

22-62617 

. HARNESS ASSEMBLY, FLAP ASSYMMETRICAL RELAY 

1 


1 



INSTALLATION TO REAR SPAR PERMANENT 






SPLICE 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


f 

-477 

22-626 IB-1 

. HARNESS ASSEMBLY, HYORAULIC MOTOR RELAY TO 

1 


1 



REAR SPAR PERMANENT SPLICE 





320570 

. . CONDUCTOR, CONVAIR 98-34001-002 -V00779- 

1 


4 


320559 

- - CONDUCTORt CONVAIR 90-34001-003 -V0U779- 

1 


16 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 

-47B 

22-62597-1 

. HARNESS ASSEMBLY, PLENUM CHAMBER FEED 

1 


1 



THRU Y TO AC POWER DISTRIBUTION BOX 





YAEV6C-L1 

. . TERMINAL, CONVAIR 98-90806-005 -V09922- 

1 


3 

-479 

22-61577-1 

. HARNESS ASSEMBLY, LIGHT DIMMING RELAY BOX 

1 


1 



6 TO PERMANENT SPLICL 





36153 

• . TERMINAL* CONVAIR 90-90005-003 -V00779- 

1 


1 


320559 

. . CONDUCTOR, CONVAIR 90-34001-003 -V00779- 

1 


20 


PT06E22-55S 

. . CONNECTOR, CONVAIR 92-40325-010 -V77820- 

1 


1 

-4B0 

22-61586 

. HARNESS ASSEMBLY, FIRE CONTROL TO 

l 


1 



DISCONNECT LH 





320553 

, . TERMINAL* CONVAIR 98-90805-020 -V00779- 

1 


16 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


3 


PT06E14-19P 

. . CONNECTOR, CONVAU 92-40325-009 -V778Z0- 

1 


1 

-481 

22-61574-1 

. HARNESS ASSEMBLY, LIGHT DIMMING RELAY BOX 3 

1 


1 



TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90B05-003 -V00779- 

1 


1 


320559 

. - CONDUCTOR* CONVAIR 98-34001-003 -V00779- 

1 


18 


PT06E22—55S 

. . CONNECTOR, CONVAIR 92-40325-010 -V77820- 

1 


1 

-402 

22-61575-1 

. HARNESS ASSEMBLY, LIGHT DIMMING RELAY BOX 4 

1 


1 



TO PERMANENT SPLICE 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


18 


36153 

. . TERMINAL, CONVAIR 98-90305-003 -V00779- 

1 


1 


PF06E22—55S 

. . CONNECTOR, CONVAIR 92-40325-010 -V0B640- 

1 


1 
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CONVAIR 

ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL COMPT 


FIGURE 

AND 


PART NUMBER 


NOMENCLATURE 


USAGE 

CODE 


UNITS 

PER 


INDEX NO. 


-483 

22-62607 

-484 

320559 

22-62601 

-485 

22-62605 

-486 

22-61573-1 

-487 

36153 

PT06E22-55S 

320559 

22-61578 

-480 

PT06E22-55S 

36153 

320559 

22-62603 

-489 

22-62520-1 

-490 

320562 

320559 

22-62558 

-491 

22-62600 

-492 

22-62602 

-493 

22-62604 

-494 

22-62606 

-495 

22-62524 


320559 


1 2 3 4 5 6 _ 

. HARNESS ASSEMBLY* FEED THRU PANEL E TO 
OUTDO BOOST RELAY 2 

• • CONDUCTOR, CONVAIR 90-34001-003 -V00779- 

• HARNESS ASSEMBLY, FEED THRU PANEL E TO 

INBD BOOST RELAY 1 

• HARNESS ASSEMBLY, FEED THRU PANEL E TO 

OUTBO BOOST RELAY 1 

. HARNESS ASSEMBLY, LIGHT DIMMING RELAY 
TO PERMANENT SPLICE BOX 2 
. . TERMINAL, CONVAIR 90-90805-003 -V00779- 
. . CONNECTOR, CONVAIR 92-40325-010 -V77B20- 
. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 
. HARNESS ASSEMBLY, MASTER WARNING BOX 1 
TO PERMANENT SPLICE 

• . CONNECTOR, CONVAIR 92-40325-010 -V77820- 

• . TERMINAL, CONVAIR 98-90805-003 -V00779- 

• - CONDUCTOR, CONVAIR 98-34001-003 -V00779- 
. HARNESS ASSEMBLY, FEED THRU PANEL E TO 

INBD BOOST RELAY 2 

. HARNESS ASSEMBLY, FRONT SPAR FEED THRU 
PANEL A TO INBD LANDING LIGHT RELAY LH 
. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

• • CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

• HARNESS ASSEMBLY, FEED THRU PANEL M TO 

RELAYS STA 306 

. HARNESS ASSEMBLY, FEED THRU PANEL L TO 
INBD BOOST RELAY 4 

. HARNESS ASSEMBLY, FEED THRU PANEL L TO 
INBD BOOST RELAY 3 

• HARNESS ASSEMBLY, FEED THRU PANEL L TO 

OUTBD BOOST RELAY 4 

. HARNESS ASSEMBLY, FEED THRU PANEL L TO 
OUTBD BOOST RELAY 3 

. HARNESS ASSEMBLY, FEED THRU PANEL P TO 
EQUIPMENT INSTALLATION STA 323 
. . CONDUCTOR, CONVAIR 98-34001-003 -VD0779- 


FROM 


TO 


ASSEMBLY 


ia 


15 


1 
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ELECTRICAL HARNESSES 
CABIN 


CONVAIR R R 


ILLUSTRATED PARTS CATALOG 



FIGURE 

AND 

INDEX NO, 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

2 

-274 

22-63601-5 

PASSENGER COMPARTMENT STA 640 TO 800 

ELECTRICAL HARNESSES 

SEE 22-63002 AND 22-63003 
* HARNESS ASSEMBLY. PERMANENT SPLICE 

1 


I 

-275 

22-63600-5 

320559 

22-63593-5 

CALL SWITCH SEAT 7 TO 0 LH 
. HARNESS ASSEMBLY, PERMANENT SPLICE 

CALL SWITCH SEAT 7 TO 0 RH 

- . SPLICE, CONVAIR 90-34001-003 -V00779- 

- HARNESS ASSEMBLY, READING LIGHTS TO 

1 

1 

1 


1 

I 

1 

-276 

22-63592-5 

22-63601-001 

PERMANENT SPLICE SEAT 7 TO 6 LH 
. HARNESS ASSEMBLY, READING LIGHTS TO 

PERMANENT SPLICE SEAT 7 TO 8 RH 
. HARNESS ASSEMBLY, PERMANENT SPLICE CALL 

1 

1 


1 

1 

-277 

22-63600-001 

320562 

22-63593-001 

SWITCH SEAT 0 TO 9 Lh 

- HARNESS ASSEMBLY, PERMANENT SPLICE CALL 

SWITCH SEAT 0 TO 9 RH 

- . SPLICE, CONVAIR 90-34001-001 -V00779- 
. HARNESS ASSEMBLY, READING LIGHTS TO 

1 

1 

1 


l 

6 

1 

-270 

22-63592-801 

320562 

320562 

320574 

22-63592-003 

PERMANENT SPLICE SlAT 8 TO 9 LH 

• HARNESS ASSEMBLY, READING LIGHTS TO 

PERMANENT SPLICE SEAT 8 TO 9 RH 
. . SPLICE, LH CONVAIR 98-34001-001 -V00779- 

- * SPLICE, RH CONVAIR 98-34001-001 -V00779- 

• - TJERMINAL, LH CONVAIR 98-90B05-010 

-V00779- 

- HARNESS ASSEMBLY, READING LIGHTS TO 

1 

1 

1 

1 

1 


1 

B 

6 

1 

l 

-201 

320574 

22-63617 

SEAT 9 TO GROUNO RH 

- - TERMINAL, CONVAIR 98-90005-010 -V00779- 
. HARNESS ASSEMBLY, COAT RACK DISCONNECT 

1 

1 


1 

1 

-202 

PTOE6E0-4P 

22-63520 

TO PERMANENT SPLICE 

- - CONNECTOR, CONVAIR 92-40325-029 -V77620- 
. HARNESS ASSEMBLY, EMERGENCY EXIT SIGN 

1 

1 


1 

1 

-203 

22-63530 

320559 

36151 

36153 

320553 

320553 

22-63540 

TO CABIN PERMANENT SPLICE LH 
. HARNESS ASSEMBLY, EMERGENCY EXIT SIGN 

TO CABIN PERMANENT SPLICE RH 
. . SPLICE, CONVAIR 90-34001-003 -V00779- 
. . TERMINAL, LH CONVAIR 98-90B05-001 
-V00779— 

- . TERMINAL, CONVAIR 90-90005-003 -V00779- 
. . TERMINAL, LH CONVAIR 90-90005-020 

-V00779- 

- . TERMINAL, RH CONVAIR 90-90005-020 

-V00779- 

. HARNESS ASSEMBLY, CABIN COVE LIGHTS 

1 

1 

1 

1 

1 

1 

1 


1 

1 

1 

1 

3 

6 

1 


22-63541 

36151 

36153 

STA 007 TO 953 LH 

• HARNESS ASSEMBLY, CABIN COVE LIGHTS 

STA 007 TO 953 RH 

- - TERMINAL, CONVAIR 98-90805-001 -V0U779- 
. . TERMINAL, CONVAIR 90-90805-003 -V00779- 

l 

1 

1 


1 

37 

1 


Feb. 10/62 
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CON V AIR 86] 


ELECTRICAL HARNESSES 
CABIN 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

2 -2H4 

22-64509 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


7 



TO PERMANENT SPLICE SEAT S TO 14 LH 





36151 

. . TERMINAL, C0NVAIR 98-90805-001 -V00779- 

1 


5 


22-64580 

- HARNESS A55EMBLY* PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SEAT 8 TO 14 RH 




-285 

22-63526 

• HARNESS ASSEMBLY• WINDOW LIGHT TU 

1 


1 



PERMANENT SPLICE STA 659 TO 926 LH 





22-63527 

* HARNESS ASSEMBLY* WINDOW LIGHT TO 

1 


1 



PERMANENT SPLICE STA 659 TO 926 RH 





320562 

. . SPLICE, LH CONVAIR 98-34001-001 -V00779- 

1 


35 


36153 

, . TERMINAL* CONVAIR 98-90005-003 -V00779- 

1 


7 

-206 

22-63595 

- HARNESS ASSEMBLY* READING LIGHTS TO 

1 


1 



PERMANENT SPLICE SEAT 9 TO 10 LH 




-287 

22-63603 

• HARNESS ASSEMBLY* PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SEAT 9 TO 10 LH 





22-63602 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SEAT 9 TO 10 RH 




-288 

22-63595-1 

. HARNESS ASSEMBLY, READING LIGHTS TO 

1 


1 



PERMANENT SPLICE SEAT 10 TO 11 LH 





22-63594 

. HARNESS ASSEMBLY* READING LIGHTS TO 

1 


1 



PERMANENT SPLICE SEAT 10 TO 11 RH 





323288 

. . PLUG, LH CONVAIR 96-89500-002 -V00779- 

1 


1 


320562 

• . SPLICE* LH CONVAIR 98-34001-001 -V00779- 

1 


B 


320562 

. . SPLICE, RH CONVAIR 98-34001-001 -V00779- 

1 


4 

-289 

22-63603-1 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SEAT 10 TO 11 LH 





22-63602-1 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SEAT 10 TU 11 RH 





320562 

. . SPLICE, LH CONVAIR 98-34001-001 -V00779- 

1 


6 


320562 

. . SPLICE, RH CONVAIR 9B-34001-001 -V00779- 

1 


4 

-290 

22-63595-3 

. HARNESS ASSEMBLY, READING LIGHTS TO 

1 


1 



PERMANENT SPLICE SEAT 11 TO 12 LH 





22-64594-1 

. HARNESS ASSEMBLY, HEADING LIGHTS TO 

1 


1 



PERMANENT SPLICE SEAT 11 TO 12 RH 





320562 

. . SPLICE, RH CONVAIR 98-34001-001 -V00779- 

1 


4 

-291 

22-64603-3 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SEAT 11 TO 12 LK 





22-63602-3 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SEAT 11 TO 12 RH 





320562 

. . SPLICE, RH CONVAIR 98-34001-001 -V0G779- 

1 


3 

-292 

22-63595-5 

. HARNESS ASSEMBLY, READING LIGHTS TO 

1 


1 



PERMANENT SPLICE SEAT 12 TO 13 LH 





22-63594-3 

. HARNESS ASSEMBLY, READING LIGHTS TO 

1 


1 



PERMANENT SPLICE SEAT 12 TO 13 RH 





320562 

. . SPLICE, LH CONVAIR 98-34001-001 -V00779- 

1 


B 


320562 

. . SPLICE, RH CONVAIR 98-34001-001 -V00779- 

1 


3 

-293 

22-63603-5 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SEAT 12 TO 13 LH 





22-63602-5 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SEAT 12 TO 13 RH 





320562 

. . SPLICE, LH CONVAIR 98-34001-001 -V00779- 

1 


6 


320562 

. . SPLICE, RH CONVAIR 9H-34001-001 -V00779- 

1 


3 
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ELECTRICAL HARNESSES 
CABIN 


CONVAIR 88' 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

A5SEMBLY 

FROM 

TO 

3 


PASSENGER COMPARTMENT STA 8dd TO 124V 






ELECTRICAL HARNESSES SFE 22-63003 




-294 

22-63595-801 

. HARNfcSS ASSEMBLY, READING LIGHTS 

1 


1 



TO PERMANENT SPLICE SEAT 13 TO 14 LH 





22-63594-5 

* HARNESS ASSEMBLY, READING LIGHTS 

1 


1 



TO PERMANENT SPLICE SEAT 13 TO 14 RH 





320562 

. . SPLICE. RH CONVAIR 98-34001-001 -V00T79- 

1 


3 

-295 

22-63605-801 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SEAT 13 TO 14 LH 





22-63602-801 

. HARNESS ASSEMBLY. PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SLAT 13 TO 14 RH 





320559 

. . SPLICE, LH CONVAIR 98-34001-003 -VO0779- 

1 


2 


320562 

. . SPLICE, RH CONVAIR 98-34001-001 -V00779- 

1 


3 

-296 

22-63594-801 

. HARNESS ASSEMBLY, READING LIGHTS 

1 


1 



PERMANENT SPLICE SEA] 14 TO GROUND RH 





320562 

. . SPLICE, CONVAIR 98-34001-001 -VG0779- 

1 


3 


22-63603-803 

. HARNESS ASSEMHLY. PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SfcAT 14 TO 15 LH 





22-63602-803 

. HARNESS ASSEMHLY, PASSENGER CALL SWITCH 

1 


1 



TO PERMANENT SPLICE SEAT 14 TO 16 RH 





320562 

. . SPLICE, LH CONVAIR 98-34001-001 -V00779- 

1 


2 


320562 

. . SPLICE, RH CONVAIR 9U-34001-001 -V00779- 

1 


1 

-298 

22-63595-803 

. HARNESS ASSEMHLY, READING LIGHTS 

1 


1 



TO PLRMANENT SPLICE SEAT 14 TO GROUND LH 





320562 

. . SPLICE, CONVAIR 98-14001-001 -V00779- 

1 


8 


320574 

. . CONDUCTOR, CONVAIR 98-90805-010 -V00779- 

1 


1 


22-63S94-803 

* HARNESS ASSEMBLY, READING LIGHTS 

1 


1 



PERMANENT SPLICE SEAT 15 TO 16 RH 




-300 

22-63549 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


8 



TO PERMANENT SPLICE SEATS 15 TO 22 LH 





22-63504 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH TO 

1 


1 



PERMANENT SPLICE SEAT 15 TO 22 itH 





36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


5 

—500.1 

22-63555 

. HARNESS ASSEMBLY, AISLE LIGHT TO 

1 


1 



STEWARDESS PANEL PLRMANENT aPLICE 





36151 

. . TERMINAL, CONVAIR 90-90805-001 -V00779- 

1 


16 


36157 

. . TERMINAL, CONVAIR 90-9U8O5-OO8 -V00779- 

1 


5 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


4 

-300*2 

22-63583 

, HARNESS ASSEMBLY, STEWARDESS CALL SIGN 

I 


1 



AFT CABIN TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 93-90d05-003 -VQ0779- 

1 


1 


320553 

- . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


17 

-300.5 

22-63622 

. HARNESS ASSEMBLY, CABIN VALANCE LIGHT 

1 


20 



TO BALLAST TERMINAL STRIP LH 




-501 

22-63605 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



PERMANENT SPLICE SEAT IS TO 16 LH 





22-63604 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



PERMANENT SPLICE SEAT 15 TO 16 RH 





36155 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


2 

-301.1 

22-63542 

* HARNESS ASSEMBLY, CABIN COVE LIGHT 

1 


1 



STA 1035 TO 1179 LH 





22-63543 

. HARNESS ASSEMBLY, CABIN COVE LIGHT 

1 


1 



STA 1033 TO 1179 RH 





36151 

* . TERMINAL, CONVAIR 9B-90B05-001 -V00779- 

1 


41 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 

-302 

22-63605-1 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



PERMANENT SPLICE SEAT 16 TO 17 LH 





320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


6 

-302.1 

22-63604-1 

. HARNESS ASSEMBLY, PASSENGER CALL SWITCH 

1 


1 



PERMANENT SPLICE SEAT 16 TO IB RH 
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CONVAIR 88' 


ELECTRICAL HARNESSES 
CABIN 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USA 

CO 

,GE 

DE 

OMITS 

PER 

ASSEMBLY 

FROM 

TO 

3 -303 

22-63605-3 

. HARNESS ASSEMBLY * PASSENGER CALL 

SWITCH 

1 


1 



PERMANENT SPLICE SEAT 17 TO 18 

LH 





22-63604-3 

. HARNESS ASSEMBLY, PASSENGER CALL 

SWITCH 

1 


1 



PERMANENT SPLICE SEAT 17 TO 18 

RH 




—3U4 

22-63605-5 

. HARNESS ASSEMBLY, PASSENGER CALL 

SWITCH 

1 


1 



PERMANENT SPLICE SEAT 18 TO 19 

LH 





22-63604-5 

. HARNESS ASSEMBLY* PASSENGER CALL 

SWITCH 

1 


1 



PERMANENT SPLICE SEAT IB TO 19 

RH 




-305 

22-63605-801 

. HARNES5 ASSEMBLY* PASSENGER CALL 

SWITCH 

1 


1 



PERMANENT SPLICE SEAT 19 TO 20 

LH 





22-63604-801 

* HARNESS ASSEMBLY* PASSENGER CALL 

SWITCH 

1 


1 



PERMANENT SPLICE SEAT 19 TO 20 

RH 




-306 

22-63605-803 

. HARNESS ASSEMBLY. PASSENGER CALL 

SWITCH 

1 


1 



PERMANENT SPLICE SEAT 20 TO 21 

LH 





22-63604-803 

. HARNESS ASSEMBLY* PASSENGER CALL 

SWITCH 

1 


1 



PERMANENT SPLICE SEAT 20 TO 21 

RH 




-307 

22-63605-805 

. HARNE5S ASSEMBLY* PASSENGER CALL 

SWITCH 

1 


I 



PERMANENT SPLICE SEAT 21 TO 22 

LH 





22-63604-805 

. HARNESS ASSEMBLY* PASSENGER CALL 

SWITCH 

1 


1 



PERMANENT SPLICE SEAT 21 TO 22 

RH 





320562 

. * SPLICE* SEAT 16 TO 17* 18 TO 19, AND 

1 


6 



20 TO 21 LH CONVAIR 98-34001- 

-001 





320562 

. . SPLICE, SEAT 21 TO 22 LH 


1 


3 



CONVAIR 98-34001-001 -V00779- 






320562 

. . SPLICE, SEAT 16 TO 17, AND 19 TO 20 RH 

1 


3 



CONVAIR 98-34001-001 -V00779- 






320562 

. . SPLICE, SEAT 17 TO 18* AND 20 

TO 21 RH 

1 


6 



CONVAIR 98-34001-001 -V00779- 






320562 

. . SPLICE, SEAT 21 TO 22 RH 


1 


1 



CONVAIR 98-34001-001 -V00779- 






323280 

. . PLUG* SEAT 21 TO 22 LH CONVAIR 


1 


1 



96-89500-002 -V00779- 






320570 

. . CONDUCTOR, SEAT 21 TO 22 RH 


1 


2 



CONVAIR 98-34001-002 -V00779- 






320559 

. . CONDUCTOR, SEAT 16 TO 10 RH 


1 


2 



CONVAIR 98-34001-003 -V0O779- 





-308 

22-63597 

* HARNESS ASSEMBLY, READING LIGHTS 

PERMANENT 

1 


1 



SPLICE SEAT 15 TO 16 LH 





-309 

22-63597-1 

. HARNESS ASSEMBLY, READING LIGHTS 

PERMANENT 

1 


1 



SPLICE SEAT 16 TO 17 LH 






22-63596 

. HARNESS ASSEMBLY, READING LIGHTS 

PERMANENT 

1 


1 



SPLICE SEAT 16 TO 17 RH 





-310 

22-63597-3 

. HARNESS ASSEMBLY, READING LIGHTS 

PERMANENT 

1 


1 



SPLICE SFAT 17 TO 18 LH 






22-63596-1 

- HARNESS ASSEMBLY, READING LIGHTS 

PERMANENT 

1 


1 



SPLICE SEAT 17 TO 18 RH 





-311 

22-63597-5 

. HARNESS ASSEMBLY, READING LIGHTS 

PERMANENT 

1 


1 



SPLICE SEAT IB TO 19 LH 






22-63596-3 

* HARNESS ASSEMBLY, READING LIGHTS 

PERMANENT 

1 


1 



SPLICE SEAT 18 TO 19 RH 
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ELECTRICAL HARNESSES 
CABIN 


CONVAIR 881 


ILLUSTRATED PARTS CATALOG 





FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

3 -312 

22-63597-801 

. HARNESS ASSEMBLY» HEADING LIGHTS PERMANENT 

l 


1 



SPLICE SEAT 19 TO 20 LH 





22-63596-5 

- HARNESS ASSEMBLY, READING LIGHTS PERMANENT 

1 


1 



SPLICE 3nAT 19 TO 20 ;<H 




-313 

22-63597-003 

. HARNESS ASSEMBLY, READING LIGHTS PERMANENT 

I 


1 



SPLICE SEAT 20 TO 21 LH 





22-63596-801 

- HARNESS ASSEMBLY, HEADING LIGHTS PFRMANENF 

1 


1 



SPLICE SEAT 20 TO 21 RH 




-313-1 

22-63596-803 

. HARNESS ASSEMBLYv READING LIGHTS PERMANENT 

1 


1 



SPLICE SEAT 21 TO 22 RH 





320362 

. - SPLICEt SEAT 16 TO 17, 18 TO 19 AND 20 TO 

1 


0 



21 LH CONVAIR 90-34001-001 -V0U779- 





320562 

. . SPLICE, SEAT 16 TO IT, AND 19 TO 20 RH 

1 





CONVAIR 90-34001-001 -V0O779- 





32056? 

. . SPLICE, SEAT 17 TO 18, AND 2U TO 21 RH 

1 


6 



CONVAIR 98-34001-001 -V00T79- 





320562 

- - SPLICE, SEAT 21 TO 2? RH 

1 


1 



CONVAIR 98-34001-001 -V00779- 





323200 

• . PLUG, SEAT 16 TO 17 LH CONVAIR 

1 


1 



9H-B9500-00? -V00779- 





320570 

. . SPLICE, SEAT 21 TO 22 KH 

1 


? 



CONVAIR 90-34001-002 -V007 ( 9 - 





320574 

. . TERMINAL, SEAT 21 TO ?2 RH 

1 


1 



CONVAIR 98-90805-010 -V00779- 




-314 

22-63599 

. HARNESS ASSEMBLY, READING LIGHT PERMANENT 

1 


1 



SPLICE SEAT 21 TO GROUND LH 




-315 

22-63599-1 

. HARNESS ASSFMBLY, READING LIGHT PERMANENT 

1 


1 



SPLICE SEAT 22 TO PERMANENT SPLICE LH 





320574 

. . TERMINAL, SEAT 21 TO GROUND LH CONVAIR 

1 


1 



98-90805-010 -V00779- 





323200 

. . PLUG, SEAT 21 TO GROUNO LH CONVAIR 

1 


1 



-V00779- 





320570 

. . SPLICE, SEAT 21 TO GROUND LH CONVAIR 

1 


4 



-V00779- 





36153 

. . TERMINAL, SEAT 22 TO PERMANENT SPLICE LH 

1 


4 



-V0Q7 T9— 




-316 

22—63590 

. HARNESS ASSEMBLY, AFT STEWARDESS PANEL 

1 


1 



READING LIGHT TO PERMANENT SPLICE RH 




-317 

22-63528 

. HARNESS AS5FM8LY, WINDOW LIGHTS STA 926 

1 


1 



10 1230 LH 





22-63529 

. HARNESS ASSEMBLY, WINDOW LIGHTS STA 926 

1 


1 



TO 1230 RH 





320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


AR 
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AFT LAVATORY ABOVE FLOOR ELECTRICAL HARNESSES 

FIGURE 4 






























































ELECTRICAL HARNESSES 
CABIN 


C O N V A I R 8 S 


ILLUSTRATED PARTS CATALOG 



FIGURE 

AND 

INDEX NO. 


4 


-318 


-319 


-320 


PART NUMBER 


NOMENCLATURE 


22-62622-1 

36161 

320569 

320559 

22-63510 

PT06E8-4S 

36153 

320559 

36151 

22-63511 

PT06ER-4S 

320559 

320562 

323975 

320553 

36153 

36151 


1 2 3 4 5 6 _, 

AFT LAVATORY ABOVE FLOOR ELECTRICAL HARNESSES 

SEF 22-63003 

. HARNESS ASSEMBLY, AFT LAVATORY HATER HEATER 
TO REAR SPAR PERMANENT SPLICE 
. . TERMINAL, CONVAIR 98-90805-016 -V00779- 
. . TERMINAL, CONVAIR 98-90005-017 -V00779- 

• * SPLICE, CONVAIR 98-34001-003 -V00779- 
. HARNESS ASSEMBLY, AFT LAVATORY CALL 

SWITCH TO PERMANENT SPLICE RH 

• . CONNECTOR, CONVAIR 92-40325-006 -V77820- 
- . TERMINAL, CONVAIR 98-90805-003 -V00779- 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 
. . TERMINAL, CONVAIR 98-90805-001 -V00779- 
. HARNESS ASSEMBLY, AFT LAVATORY DOOR 
SWITCH TO PERMANENT SPLICE LH 
. . CONNECTOR, CONVAIR 92-40325-006 -V77820- 

• . SPLICE, CONVAIR 90-34001-003 -V00779- 

• . SPLICE, CONVAIR 98-34001-001 -V00779- 

. - CONNECTOR, CONVAIR 9B-34009-003 -V00779- 

• . TERMINAL, CONVAIR 98-90805-020 -V00779- 

• * TERMINAL, CONVAIR 98-90B05-0Q3 -V00779- 

• . TERMINAL, CONVAIR 98-90805-001 -V00779- 


USAGE 

POPE 


FROM TO 


UNITS 

PER 

ASSEMBLY 


1 


1 


1 

2 
5 
1 

1 

B 

4 

17 

1 


1 

5 

1 

1 

5 

9 

16 



c 
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AFT ENTRANCE AREA ELECTRICAL HARNESSES 
FIGURE 5 





















ELECTRICAL HARNESSES 
CABIN 



ILLUSTRATED PARTS CATALOG 




FIGURE 

AND 

INDEX NO. 


PART NUMBER 


NOMENCLATURE 


t 2 3 4 5 6 


USAGE 

CODE 


FROM 


un:ts 

PER 

ASSEMBLY 


-321 


-322 


-323 


-324 


-326 


-326.1 


22-63516 

36153 

320559 

22-63563-1 

320562 

PT06E12-3S 

22-63565 

36151 

36155 

320559 

22-63503-1 

22-63503-807 

320574 
PT00E16—as 
CT00t24-22S 
36161 
22-63509 

320562 

320570 

320559 

36151 

36153 

36157 

36161 

320553 

YAEV4C-L 

YBV6C-L9 

22-63551 


AFT ENTRANCE AREA ELECTRICAL HARNESSES 

SEE 22-63003 

HARNESS ASSEMBLY* AFT COAT CLOSET SWITCH 
TO PERMANENT SPLICE 

. TERMINAL* CONVAIR 98-90805-003 -V00779- 
. SPLICE* CONVAIR 98-34001-003 -V00779- 
HARNESS ASSEMBLY, AFT LOADING RAMP 
DISCONNECT TO PERMANENT SPLICE 
. CONDUCTOR* CONVAIR 98-34001-001 -V00779- 
. CONNECTOR, CONVAIR 92-40325-015 -V06840- 
HARNESS ASSEMBLY* AFT PASSENGER ENTRANCE 
LIGHTS TO PERMANENT SPLICE 
. TERMINAL* CONVAIR 98-90805-001 -V00779- 
. TERMINAL, CONVAIR 98-90805-003 -V00779- 
. SPLICE, CONVAIR 98-34001-003 -V00779- 
HARNE5S ASSEMBLY* PERMANENT SPLICE TO 
BUFFET 3 

HARNESS ASSEMBLY* PERMANENT SPLICE TO 
BUFFET 3 

. TERMINAL, CONVAIR 98-90805-010 -V00779- 

. TERMINAL* CONVAIR 98-50288-023 -V77820- 

. CONNECTOR, CONVAIR 92-50293-013 -V7146B- 
. TERMINAL, CONVAIR 98-90805-016 -V00779- 
HARNESS ASSEMBLY* STEWARDESS AFT SWITCH 
PANEL TO PERMANENT SPLICE 
. SPLICE, CONVAIR 98-34001-001 -V00779- 

. SPLICE* CONVAIR 98-34001-002 -V00779- 

. SPLICE* CONVAIR 98-34001-003 -V00779- 

. TERMINAL, CONVAIR 98-90805-001 -V00779- 

. TERMINAL* CONVAIR 98-90805-003 -V00779- 

. TERMINAL, CONVAIR 98-90805-008 -V00779- 

. TERMINAL* CONVAIR 98-90805-016 -V00779- 

. TERMINAL* CONVAIR 98-90805-020 -V00779- 

. TERMINAL, CONVAIR 98-90806-011 -V09922- 

. TERMINAL* CONVAIR 98-90813-005 -V09922- 

HARNESS ASSEMBLY, AFT LAVATORY WARNING SIGN 
TO PERMANENT SPLICE RH 


10 


1 

1 

1 

1 

1 

4 
2 

11 

8 

7 

6 

5 
1 
1 
1 
1 


Feb. 10/62 
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CONVAIR 88 


ELECTRICAL HARNESSES 
CABIN 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

5 -327 

22-63513 

. HARNESS ASSEMBLY. AFT EXIT SIGN TO 

1 


1 



PERMANENT SPLICE 




-328 

22-63561-1 

. HARNESS ASSEMBLY, AFT LOADING RAMP 

1 


1 



RECFPTACLE TO DISCONNECT 





PTOOF 12-3P 

. . CONNECTOR* CONVAIR 92-50208-012 -V06840- 

l 


1 


3230.19 

. . TERMINAL, CONVAIR 98-90817-002 -V00779- 

1 


2 


36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


1 

-329 

22-626111-1 

. HARNESS ASSEMBLY* AFT CARGO DOOR SNITCH 

1 


1 



TO PERMANENT SPLICE 





320559 

. . SPLICE* CONVAIR 98-34001-003 -V00779- 

1 


4 

-329.1 

22-63611 

• HARNESS ASSEMBLY* BUFFET 4 TO PERMANENT 

1 


1 



SPLICE 





PT00E12-35 

. . CONNECTOR, CONVAIR 92-5028B-021 -V06640- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 

-331 

22-63545 

. HARNESS ASSEMBLY. AFT BUFFET LIGHTS TO 

1 


l 



PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


7 

-332 

22-63582 

. HARNESS ASSEMBLY* AFT STEWARDESS PANEL 

1 


1 



WARNING SIGN TO PERMANENT SPLICE 





320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


6 


36153 

. . TERMINAL* CONVAIR 98-90805-003 -V00779- 

1 


5 


320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


37 

-333 

22-63585 

, HARNESS ASSEMBLY* AFT STEWARDESS BOX DIODES 

1 


1 



TO PERMANENT SPLICE 





320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


1 


36157 

. . TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 96-90805-003 -V00779- 

1 


10 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


4 

-334 

22-63571 

. HARNESS ASSEMBLY, EMERGENCY LIGHT SWITCH TO 

1 


1 



AFT STEWARDESS PANEL PERMANENT SPLICE 





320567 

. . TERMINAL, CONVAIR 98-90805-015 -V00779- 

1 


1 


36157 

. . TERMINAL, CONVAIR 96-90805-008 -V00779- 

1 


2 


320570 

. . SPLICE, CONVAIR 98-34001-002 -V00779- 

1 


1 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


2 


Feb. 10/62 
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ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


CONVAIR 
ILLUSTRATED PARTS CATALOG 


SECTION V 
Chapter 94 

ELECTRICAL HARNESSES 


FUSELAGE NOSE UNDERFLOOR ELECTRICAL HARNESSES 


Apr. 28/6l 
A 


94-4 

Page 1 





Feb. 10/62 
A-2 


94-4 

Page 2 


NOSE IANDING GEAR ELECTRICAL HARNESSES 
FIGURE 1 
































ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


CONVAIR BB 


ILLUSTRATED PARTS CATALOG 




FIGURE 

AND 

INDEX NO. 

PART NUMBER 

ktAii CKirt ATIIDC 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

NOMENCLATUKt 

12 3 4 5 6 

FROM 

TO 

1 

-338 

-339 

-340 

-341 

22-61523-1 

PT00E14-19S 
22-61524-801 

SEN13-6 

1EN64-6 

590001-7-0914 

590001-7-0414 

590001-117-0600 

590001-29-0520 

590001-29-0024 

PT06A8-4P 

PT06E20—39P 

71—184776—8-4S 
22-61522 

5EN13-6 

71—184776—4S 

590001-117-0680 

590001-11-1410 

590001-29-0680 

AN305S 

IEN64-6 

22-61529-1 

71-104779-14- 

590001-49-0136 

NOSE LAN0ING GEAR ELECTRICAL HARNESSES 

SEE 22-61000 

. HARNESS ASSEMBLY, NWW DISCONNECT A TO 

ANTISKID CONTROL BOX 

• - CONNECTOR, CONVAIR 92-50268-000 -V06840- 
. HARNESS ASSEMBLY, DISCONNECT PLUG C TO NWW 
. . SWITCH, HER TO SPEC CONT 22-06477-1 

-V74059- 

. . SWITCH, HER TO SPED CONT 22-06479-1 
-V74059— 

. . CONDUIT, CONVAIR 92-30000-003 -V00624- 

• . CONDUIT, CONVAIR 92-30000-002 -V00624- 

- , CONDUIT, CONVAIR 92-30000-019 -V00624- 

• . CONDUIT, CONVAIR 92-30000-014 -V00624- 

• . CONDUIT, CONVAIR 92-30000-015 -V00624- 

• . CONNECTOR, CONVAIR 92-40325-003 -V06640- 
. . CONNECTOR, CONVAIR 92-40325-030 -V06840- 

• • CONNECTOR, CONVAIR 92-40325-065 -V06840- 
. HARNESS ASSEMBLY, PEMANENT SPLICE BOX TO 

NOSE LANDING GEAR 
. * SWITCH, LIMIT HFR TO SPEC CONT 

22-06477-1 -V9I929- 

. . PLUG, CONVAIR 92-40325-065 -VO604O- 

- . CONDUIT, CONVAIR 92-30000-097 -V00624- 

• . CONDUIT, CONVAIR 92-30000-032 -V00624- 

• . CONDUIT, CONVAIR 92-30000-033 -V00624- 

• * CONNECTOR 

. . SWITCH, LIMIT HFR TO SPEC CONT 

22-06479-1 -V74059— 

. HARNESS ASSEMBLY, DISCONNECT PLUG A TO NLG 
PERMANENT SPLICE 

• • CONNECTOR, 19P CONVAIR 92-40325-073 

-V06840— 

. . CONDUIT, CONVAIR 92-30000-035 -V00624- 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

I 

1 

1 

1 

1 

1 

I 

I 

1 

1 

I 

1 


1 

1 

I 

1 

l 

1 

l 

1 

I 

1 

l 

1 

1 

1 

1 

1 

1 

1 

l 

1 

l 

1 

1 

1 
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CONVAIR 88’ 


ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
PUSELAGE NOSE 
UNDERFLOOR 



J3.04 94.04.003 


Apr. 28/6l 
A 


94-4 
Page 4 


PWD FLIGHT DECK ELECTRICAL HARNESSES 
FIGURE 2 


































ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


CONVAIR 88 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INOEX NO, 


PART NUMBER 


NOMENCLATURE 


1 2 3 456 


USAGE 

POPE 


FROM TO 


UNITS 

PER 

ASSEMBLY 


-343 


-344 


-345 


-349 


22-61650-1 


1406-51SX 

1406M90 

22-61652-1 

36153 

1406-51SY 

1406HST 

22-61730-1 

DH9700—19SY 
22-61773 

22-61877 

1406HST 

1406-55S0 


PHD PLIGHT DECK ELECTRICAL HARNESSES 

SEE 22-61003 

HARNESS ASSEMBLY, COPILOT HORIZON DIRECTOR 
INDICATOR TO INSTRUMENT PANEL 
PERMANENT SPLICE 

. CONNECTOR, CONVAIR 92-40321-003 -V95238- 
. CONNECTOR, CONVAIR 98-03512-001 -V95238- 
HARNESS ASSEMBLY, COPILOT COURSE DEVIATION 
INDICATOR TO PERMANENT SPLICE 
. TERMINAL, CONVAIR 98-90805-003 -V00779- 
. CONNECTOR, CONVAIR 92-40321-002 -V9S238- 
. SHIELD, CONVAIR 98-03510-011 -V9523B- 
HARNESS ASSEMBLY, AUTOPILOT TRIM INDICATOR 
TO PERMANENT SPLICE 

. CONNECTOR, CONVAIR 92-40317-006 -VI7419- 
HARNESS ASSEMBLY, ENGINEER PANEL LIGHTS TO 
PILOT WHITE PANEL LIGHTS 
HARNESS ASSEMBLY^ PILOT COMPASS INDICATOR 
TO PERMANENT SPLICE 

. SHIELD, CONVAIR 98-03510-011 -V95238- 
. CONNECTOR, CONVAIR 92-40321-004 -V95236- 


Feb. 10/62 
C-2 
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CONVAIR 8S 


ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

2 —350 

22-61776-1 

„ HARNESS ASSEMBLY* COPILOT HACH INDICATOR TO 

1 


1 



PERMANENT SPLICE 





DM9700—7S 

. . CONNECTOR, CONVAIR 92-40317-001 -VI7419- 

1 


1 


DM9700—7SY 

. . CONNECTOR, CONVAIR 92-40317-010 -V17419- 

1 


1 


DM9700—19S 

. . CONNECTOR, CONVAIR 92-40317-005 -VI7419- 

1 


1 

-351 

22-61784 

. HARNESS ASSEMBLY, COPILOT STATIC SOURCE 

1 


1 



VALVE TO PERMANENT SPLICE 





PT06E12—10S 

. . CONNECTOR, CONVAIR 92-4U325-002 -V06B40- 

1 


1 

-352 

22-61854-1 

. HARNESS ASSEMBLY* STATIC AIR TEMPERATURE 

1 


1 



INDICATOR TO PERMANENT SPLICE 




-354 

22-61638 

. HARNESS ASSEMBLY* PERMANENT SPLICE TO 

1 


1 



INSTRUMENT PANEL PERMANENT SPLICE STA 250 




-355 

22-61647-1 

* HARNESS ASSEMBLY* HORIZON DIRECTOR 

1 


1 



INDICATOR TO PERMANENT SPLICE 





1406—51SX 

. • CONNECTOR, CONVAIR 92-40321-003 -V95238 

1 


1 


1406H90 

. . SHIELD, CONVAIR 98-03512-001 -V95238- 

1 


1 

-357 

22-61651-1 

. HARNESS ASSEMBLY, PILOT COURSE DEVIATION 

1 


1 



INDICATOR TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


8 


1406-51SY 

. . CONNECTOR, CONVAIR 92-40321-002 -V9523B- 

1 


1 


1406HST 

. . SHIELD, CONVAIR 98-03510-011 -V95238- 

1 


1 


320580 

- . TERMINAL, CONVAIR 90-90814-001 -V00779- 

1 


25 

-358 

22-61621-1 

. HARNESS ASSEMBLY, EXTERNAL POWER JUNCTION 

1 


1 



BOX TO PERHANANT SPLICE 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


2 


36161 

. „ TERMINAL, CONVAIR 96-90605-016 -V00779- 

1 


4 


36153 

. . TERMINAL, CONVAIR 90-90805-003 -V00779- 

1 


16 

-360 

22-61871 

. HARNESS ASSEMBLY, FIRE CONTROL RELAY PANEL 

I 


1 



TO FLASHER 1 




-361 

22-61770-1 

. HARNESS ASSEMBLY, COPILOT PANEL LIGHTS TO 

1 


1 



ENGINE PANEL WHITE LIGHTS 





36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


20 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


5 


320562 

. . CONDUCTOR, CONVAIR 98-34001-001 -V00779 

1 


2 


Feb. 10/62 
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ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


CONVAIR 88 


ILLUSTRATED PARTS CATALOG 




FIGURE 

AND 

INDEX NO. 


2 -362 


-363 

-364 


-365 


-366 


PART NUMBER 


NOMENCLATURE 


22-61781-1 

DM9700—19S 
22-61783 

22-61557-1 

YPP20H1 

36153 

22-61631-1 

OM9700—37S 
320580 
36157 
22-61797-1 

EX06-14S5S 
EX06—10SL3S 
024048-0000 


1 2 3 4 3 6 _ 

. HARNESS ASSEMBLY, TRUE AIRSPEED INDICATOR 

TO PERMANENT SPLICE 

• * CONNECTOR, CONVAIR 92-40317-005 -V17419- 
. HARNESS ASSEMBLY, PILOT STATIC SOURCE 

VALVE TO PERMANENT SPLICE 
. HARNESS ASSEMBLY; CENTER INSTRUMENT PANEL 
DISCONNECT TO DIMMING RELAY BOX 
- . CONTACT, CONVAIR 92-63903-004 -V0219B- 

• • TERMINAL, CONVAIR 98-90005-003 -V00779- 
. HARNESS ASSEMBLY, PILOT RADIO-MAGNETIC 

INDICATOR TO PERMANENT SPLICE 

• * CONNECTOR, CONVAIR 92-40317-003 -V17419- 
. , TERMINAL, CONVAIR 90-90014-001 -V00779- 

• . TERMINAL, CONVAIR 98-90805-008 -V00779- 
. HARNESS ASSEMBLY, PILOT TURN AND BANK 

INDICATOR TO PERMANENT SPLICE 
. . CONNECTOR, CONVAIR 92-40332-005 -V71468- 

• . CONNECTOR, CONVAIR 92-40332-001 -V71460- 

• . CONTACT, CONVAIR 92-63901-012 -V71468- 


USAGE 

(DOPE 


FROM TO 


UN1T5 

PER 

ASSEMBLY 


1 


1 


1 

1 

1 

35 

3 

1 

1 

15 

5 

1 


1 

1 

8 


Feb. 10/62 
C-2 
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CONVAIR 

ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

2 —370 

22-61722-1 

. HARNESS ASSEMBLY* 0UTBD AC PILOT ESSENTIAL 

1 


1 



CIRCUIT BREAKER PANEL PERMANENT SPLICE 






TO PERMANENT SPLICE 





320559 

. • CONDUCTOR* CONVAIR 98-34001-003 -V00779- 

1 


5 

-37 1 

22-61772-1 

. HARNESS ASSEMBLY* INSTRUMENT PANEL OUTBD LH 

1 


1 



DISCONNECT TO PERMANENT SPLICE 





XPP14H 

* - CONTACT* CONVAIR 92-63903-001 -V02198- 

1 


6 


XPP20H 

. . CONTACT, CONVAIR 92-63903-004 -V0219B- 

1 


39 


36153 

. . TERMINAL, CONVAIR 96-90B05-003 -V00779- 

1 


6 


320567 

. . TERMINAL* CONVAIR 98-90B05-015 -V00779- 

1 


1 


36151 

. . TERMINAL, CONVAIR 98- 90B05-001 -V00779- 

1 


6 


320570 

. . CONDUCTOR, CONVAIR 9B-3400I-002 -V00779- 

1 


1 

-373 

22-61775-1 

. HARNESS ASSEMBLY, PILOT MACH INDICATOR TO 

1 


1 



PERMANENT SPLICE 





DH7700-7S 

. . CONNECTOR* CONVAIR 92-40317-001 -VI7419- 

1 


1 


DM9700-7SY 

- . CONNECTOR. CONVAIR 92-40317-010 -V17419- 

1 


1 

-374 

22-61726-1 

. HARNESS ASSEMBLY, COMPUTER AMPLIFIER TO 

1 


1 



PERMANANT SPLICE 





36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


a 


DPD78-33S1B 

. . CONNECTOR* CONVAIR 92-50205-014 -V71468- 



i 

-375 

22-61562-1 

. HARNESS ASSEMBLY, RH INSTRUMENT PANEL TO 

1 


l 



DISCONNECT 





YPS14H2 

. . CONTACT, CONVAIR 92-63903-003 -VO2190- 

I 


3 


36151 

. . TERMINAL* CONVAIR 90-90805-001 -V00779- 

1 


9 


361S7 

* . TERMINAL* CONVAIR 98-90805-008 -V00779- 



1 

-376 

22-61572-1 

. HARNESS ASSEMBLY, LIGHT DIMMING RELAY BOX 1 

1 


1 



TO PERMANENT SPLICE 





PT06E22-55S 

. . CONNECTOR, CONVAIR 92-40325-010 -V06840- 

1 


1 


36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


1 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


13 


94-4 

Page 8 
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ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


C O N V A I R BSC 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

2 -377 

22—61671—1 

. HARNESS ASSEMBLY t LH 1NBD INSTRUMENT PANEL 

1 


1 



DISCONNECT TO PERMANENT SPLICE 





YPP20H1 

. . CONTACT, CONVAIR 92-63903-004 -V02196- 

1 


16 


320580 

. . TERMINAL, CONVAIR 98-90814-001 -V00779- 

1 


11 

-376 

22-61563-1 

. HARNESS ASSEMBLY, PILOT CENTER INSTRUMENT 

1 


1 



PANEL TO FREE AIR TEMPERATURE BULB 





PT06E14-19S 

. . CONNECTOR, CONVAIR 92-40325-011 -V06B40- 

1 


1 


EX06-10SL4S 

. . CONNECTOR, CONVAIR 92-40332-002 -V71468- 

1 


1 


02401*6-0000 

. . CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


2 


DH9700-7S 

. . CONNECTOR, CONVAIR 92-40317-001 -V17419- 

1 


1 


DM9700-195 

. . CONNECTOR, CONVAIR 92-40317-005 -VI7419- 

1 


1 

-379 

22-61904-1 

. HARNESS ASSEMBLY* EIRE CONTROL PANEL 

1 

10 

1 



ENGINE 1 DISCONNECT TO PERMANENT SPLICE 





22-61904-S 

. HARNESS ASSEMBLY, FIRE CONTROL PANEL ENGINE 

11 


1 



1 DISCONNECT TO PERMANENT SPLICE 





PT00E14—19S 

. . CONNECTOR, CONVAIR 92-50288-008 -V06B40- 

1 


1 

-380 

22-61906 

. HARNESS ASSEMBLY, FIRE CONTROL PANEL 

1 

10 

1 



DISCONNECT ENGINE 3 TO PERMANENT SPLICE 





22-61906-1 

. HARNESS ASSEMBLY, FIRE CONTROL PANEL ENGINE 

11 


1 



3 DISCONNECT TO PERMANENT SPLICE 





PTOOE14—19S 

• . CONNECTOR, CONVAIR 92-50268-008 -V06B40- 

1 


1 

-361 

22-61587 

. HARNESS ASSEMBLY^ FIRE CONTROL PANEL 

1 

10 

1 



LH DISCONNECT TO PERMANENT SPLICE 





22-61587-1 

. HARNESS ASSEMBLY, FIRE CONTROL PANEL LH 

11 


1 



DISCONNECT TO PERMANENT SPLICE 





PTOOE14-19S 

. . CONNECTOR, CONVAIR 92-50208-008 -V06B40- 

1 


1 

-362 

22-61697 

* HARNESS ASSEMBLY, MAGNETIC COMPASS TO 

1 


1 



PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 90-90805-003 -V00779- 

1 


1 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


1 

-383 

22-61591-1 

. HARNESS ASSEMBLY, EXHAUST TEMPERATURE 

1 


1 



INDICATOR ENGINE 1 TO PERMANENT SPLICE 





AN5548—1 

. . TERMINAL 

1 


1 


AN554B-2 

. . TERMINAL 

1 


1 


PT06EI2-10S 

. . CONNECTOR, CONVAIR 92-40325-002 -V06840- 

1 


1 


PT06E10-6S 

. . CONNECTOR, CONVAIR 92-40325-000 -V06840- 

1 


1 


DM9700—7S 

. . CONNECTOR, CONVAIR 92-40317-001 -V17419- 

1 


1 


165-10-1009 

- . CONNECTOR, CONVAIR 92-40058-013 -V02660- 

1 


1 

-363.1 

22-61909-1 

. HARNESS ASSEMBLY, FUEL TOTALIZER INDICATOR 

1 


1 



TO PERMANENT SPLICE 





165-10 

. . CONNECTOR, CONVAIR 92-40058-011 -V02660- 

1 


1 

-38J* 

22-61594-1 

. HARNESS ASSEMBLY, EXHAUST TEMPERATURE 

1 


1 



INDICATOR ENGINE 4 TO PERMANENT SPLICE 





165-10-1009 

. . CONNECTOR, CONVAIR 92-40058-013 -V02660- 

1 


1 


PT06E12-10S 

. . CONNECTOR, CONVAIR 92-40325-002 -V06840- 

1 


1 


PT06E10-65 

. . CONNECTOR, CONVAIR 92-40325-000 -V06B40- 

1 


1 


AN5546-1 

. . TERMINAL 

1 


1 


AN554B-2 

. . TERMINAL 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


9 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


4 


DM9700-7S 

. . CONNECTOR, CONVAIR 92-40317-001 -VI7419- 

1 


1 

-305 

22-61558-1 

. HARNESS ASSEMBLY, RH INSTRUMENT PANEL 

1 


1 



DISCONNECT TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 9B-90805-003 -V00779- 

1 


3 


320580 

. . TERMINAL, CONVAIR 98-90814-001 -V00779- 

1 


4 


AN3116-2 

. . CONNECTOR, CONVAIR 92-40139-001 

1 


1 


YPP20H1 

. . CONTACT, CONVAIR 92-63903-004 -V0219B- 

1 


18 


YPP14H 

. . CONTACT, CONVAIR 92-63903-001 -V0219B- 

1 


2 
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ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 3 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

2 —386 

22-61771 

. HARNESS ASSEMBLY, PILOT PANEL LIGHTS TO 

1 


1 



CONSOLE RED LIGHT CONTROL 




-387 

22-61599-1 

. HARNESS ASSEMBLY, RH INSTRUMENT PANEL TO 

1 


1 



PERMANENT SPLICE 





DM9700—7S 

. . CONTACT, CONVAIR 92-40317-001 -V17419- 

1 


5 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 



—388 

22-61630-t 

. HARNESS ASSEMBLY, COPILOT RADIO-MAGNETIC 

1 


1 



INDICATOR TO PERMANENT SPLICE 





36157 

. . TERMINAL, CONVAIR 98-90005-000 -V00779- 

1 


5 


320500 

. . TERMINAL, CONVAIR 98-90019-001 -VQ0779- 

1 


12 


DM9700-37S 

. , CONNECTOR, CONVAIR 92-40317-003 -V17419- 

1 


1 

-3R9 

22-61796 

. HARNESS ASSEMBLY, COPILOT TURN AND BANK 

1 


1 



INDICATOR TO PERMANENT SPLICE 





024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V7I468- 

1 


3 


EX06-I0SL3S 

. . CONNECTOR, CONVAIR 92-40332-001 -V71460- 

1 


1 

-390 

22-61076 

. HARNESS ASSEMBLY, COPILOT COMPASS INDICATOR 

1 


1 



TO PERMANENT SPLICE 





320562 

. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


1 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90005-003 -V00779- 

1 


2 


36157 

. . TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


1 


320500 

. . TERMINAL, CONVAIR 98-90814-001 -V00779- 

1 


6 

-391 

22-61509 

. HARNESS ASSEMBLY, FIRE CONTROL PANEL 

1 

10 

1 



RH DISCONNECT TO PERMANENT SPLICE 





22-6)589-1 

. HARNESS ASSEMBLY, FIRE CONTROL PANEL RH 

11 


l 



DISCONNECT TO PERMANENT SPLICE 





PT00E14-19S 

. . CONNECTOR, CONVAIR 92-50260-008 -V06840- 

1 


1 


36153 

. . TERMINAL, CONVAIR 90-90005-003 -V00779- 

1 


2 

-392 

22-61702-1 

. HARNESS ASSEMBLY, INSTRUMENT PANEL JUNCTION 

1 


1 



BOX TO PERMANENT SPLICE 





320580 

. . TERMINAL, CONVAIR 90-90014-001 -V00779- 

1 


S 

-392.1 

22-61900-1 

. HARNESS ASSEMBLY, WINDSHIELD RAIN CLEARING 

1 


1 



VALVE TO THERMO SWITCH 





EX06-10SL4S 

. . PLUG, CONVAIR 92-40332-002 -V71460- 

1 


1 

-392.2 

22-61934 

. HARNESS ASSEMBLY, ALTIMETER THUMPER CONTROL 

1 


1 



TO PERMANENT SPLICE 





67-06E14-9S 

. . PLUG, CONVAIR 92-40058-026 -V02660- 

1 


1 


9U4 
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ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


CON V AIR RR' 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

3 

-373 

22-61873 

NHW RH ELECTRICAL HARNESSES SEE 22-61003 

. HARNESS ASSEMBLY* FIRE CONTROL RELAY PANEL 

1 


1 

-394 

22-61S31-1 

TO FLASHER 2 

. HARNESS ASSEMBLY* NHW DISCONNECT C TO 

1 


1 

-395 

PT00E20-39S 

22-61774 

DIMMING RELAY BOX 

. . CONNECTOR. CONVAIR 92-50288-013 -V06B40- 
. HARNESS ASSEMBLY, FIRE AND OVERHEAT CONTROL 

1 

1 


I 

1 

-396 

PT06E14-19S 

22-61674 

BOX TO POWER RELAY 

. . CONNECTOR, CONVAIR 92-40325-011 -V06840- 
. HARNESS ASSEMBLY. FIRE CONTROL RELAY PANEL 

1 

1 


2 

1 

-397 

22-61872 

TO FLASHER 4 

. HARNESS ASSEMBLY^ FIRE CONTROL RELAY PANEL 

1 


1 

-398 

22-61503 

TO FLASHER 3 

. HARNESS ASSEMBLY, PEDESTAL PERMANENT SPLICE 

1 


1 

-399 

22-61659 

TO STA 306 RELAYS 

. HARNESS ASSEMBLY* FIRE CONTROL PANEL 

1 

10 

1 

-400 

22-61659-1 

320559 

320562 

22-61894 

PERMANENT SPLICE TO DIMMING RELAY BOX 1 
. HARNESS ASSEMBLY, FIRE CONTROL PANEL 

PERMANENT SPLICE TO DIMMING RELAY BOX 1 
. . CONDUCTOR, CONVAIR 9B-34001-003 -V00779- 
. . CONDUCTOR, CONVAIR 9B-34001-001 -V00779- 
. HARNESS ASSEMBLY, PEOESTAL PERMANENT SPLICE 

11 

1 

1 

1 


1 

6 

1 

1 

-401 

22-62525 

TO RELAY RACK 

. HARNESS ASSEMBLY, FEED THRU PANEL K TO 

1 


1 

-402 

22-61677 

FLIGHT ENGINEER STATION 
. HARNESS ASSEMBLY, NOSE WHEEL ANTISKID 

1 


1 

-403 

PT06E12—10S 
22-61588 

CONTROL BOX TO PERMANENT SPLICE 
. . CONNECTOR, CONVAIR 92-40325-002 -V06B40- 
. HARNESS ASSEMBLY, FIRE CONTROL PANEL TO 

1 

1 


1 

1 

-404 

36151 

320553 

PTQ6E14—19P 
323975 

22-61660 

DISCONNECT RH 

. . TERMINAL, CONVAIR 90-90805-001 -V00779- 
. . TERMINAL, CONVAIR 98-90805-020 -VQ0779- 
. . CONNECTOR, CONVAIR 92-40325-009 -V068M0- 
. . CONNECTOR, CONVAIR 98-34009-003 -V06B40- 
. HARNESS ASSEMBLY, FIRE CONTROL PANEL 

1 

1 

1 

1 

1 

10 

1 

1 

1 

1 

1 

-405 

22-61660-1 

320562 

320559 

22-62515 

PERMANENT SPLICE TO DIMMING RELAY BOX 4 
. HARNESS ASSEMBLY, FIRE CONTROL PANEL 

PERMANENT SPLICE TO DIMMING RELAY BOX 4 
. . CONDUCTOR, CONVAIR 98-34001-001 -VQ0779- 
. . CONDUCTOR, CONVAIR 9B-34001-003 -V00779- 
. HARNESS ASSEMBLY, FEED THRU PANEL J TO 

11 

1 

1 

1 


1 

1 

3 

1 

-406 

320570 

320559 

22-62519-1 

FLIGHT ENGINEER STATION 
. . CONDUCTOR, CONVAIR 98-34001-002 -V00779- 
. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 
. HARNESS ASSEMBLY, FEED THRU PANEL H TO 

1 

1 

1 


3 

19 

1 

-407 

320559 

22-61067-5 

RELAY INSTALLATION 

. . CONNECTOR, CONVAIR, 98-34001-003 -V00779- 
. HARNESS ASSEMBLY, CIRCUIT BREAKER PANEL 

1 

A 


11 

1 


22-61867-1 

PERMANENT SPLICE TO NOSE PANEL LH 
. HARNESS ASSEMBLY, CURCUIT BREAKER PANEL 

2 

7 

1 

-408 

22-61866 

PERMANENT SPLICE TO NOSE PANEL LH 
. HARNESS ASSEMBLY, OVERHEAT CONTROLLER TO 

1 


1 

-408*1 

PT06E12-10S 

22-61983 

PERMANENT SPLICE 

. . CONNECTOR, CONVAIR 92-40325-002 -V06840- 
. HARNESS ASSEMBLY, COPILOT PITOT TUBE 

1 

1 


1 

1 


DM9700—35 

HEATER TO PERMANENT SPLICE 
. . PLUG, CONVAIR 92-40317-008 -V17419- 

A AIRPLANES 1, B AND ON 

1 


1 
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C O N V A I R 



ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USA 

CO 

iGE 

DE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

4 


NWW LH ELECTRICAL HARNESSES SEE 22-6l6Q3 




-409 

22-61887 

. HARNESS ASSEMBLY' BATTERY INSTALLATION TO 

1 


1 



PERMANENT SPLICE 





36153 

* „ TERMINAL* CONVAIR 98-90805-003 -V00779- 

1 


15 


36161 

. . TERMINAL. CONVAIR 98-90B05-016 -V00779- 

1 


3 


320567 

«. . TERMINAL, CONVAIR 98-90805-015 -V00779- 

1 


1 


36151 

• * TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


2 


320562 

. . CONDUCTOR. CONVAIR 98-3*4001-001 -V00779- 

1 


2 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


5 


36157 

. . TERMINAL. CONVAIR 9B-9080S-00B -V00779- 

1 


2 


320574 

• . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


1 

-410 

22-61887-1 

• HARNESS ASSEMBLY, BATTERY INSTALLATION TO 

1 


1 



CURRENT RELAY 





36161 

. . TERMINAL, CONVAIR 98-90805-016 -V00779- 

1 


1 


320577 

. . TERMINAL, CONVAIR 98-90805-019 -V00779- 

1 


1 

-411 

22-616146-1 

. HARNESS ASSEMBLY, COPILOT INSTRUMENT 

1 


1 



AMPLIFIER TO PERMANENT SPLICE 





DPA32-33S5 

. . CONNECTOR, CONVAIR 92-50285-026 -V71*468- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


7 


320562 

. . CONDUCTOR, CONVAIR 98-3*4001-001 -V00779- 

1 


1 

-412 

22-61640-1 

. HARNESS ASSEMBLY, COPILOT RADIO-MAGNETIC 

1 


1 



INDICATOR SERVO-AMPLIFIER TO PERMANENT 






SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


320559 

. . CONOUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


5 


320562 

. . CONDUCTOR, CONVAIR 9B-34001-001 -VG0779- 

1 


l 

-413 

22-61645-1 

. HARNESS ASSEMBLY, COPILOT INSTRUMENT 

1 


1 



AMPLIFIER TO INSTRUMfNT PANEL PERMANENT 






SPLICE 





DPA32-33S 

- „ CONNECTOR, CONVAIR 92-50205-007 -V7146B- 

1 


1 

-414 

22-61724-1 

* HARNESS ASSEMBLY, VERTICAL GYRO 2 TO 

1 


1 



PERMANENT SPLICE 





K21993 

* . CONNECTOR, CONVAIR 92-40116-002 -V71468- 

1 


1 


36151 

- . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


5 


36153 

- - TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


320562 

• . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

l 


1 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


7 
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EUSELACJE nose 
UNDERFLOOR 


CONVAIR 8 S 


ILLUSTRATED PARTS CATALOG 





FIGURE 

AND 

INDEX NO. 


PART NUMBER 


1 2 3 4 5 6 


NOMENCLATURE 


USAGE 

CODE 


UNITS 

PER 


FROM 


TO 


ASSEMBLY 


4 


—415 


22-61735-1 


-416 


320562 

320559 

22-61737-1 


-419 


22-61644-1 


UPA32-33S 

320559 

320562 


HARNESS ASSEMBLY, STA 250 PERMANENT SPLICE f 

TO AUTOPILOT RACK PERMANENT SPLICE 
. CONDUCTOR, CONVAIR 98-34001-001 -V00779- 1 

. CONDUCTOR^ CONVAIR 90-34001-003 -V00779- 1 

HARNESS ASSEMBLY* AUTOPILOT RACK PERMANENT 1 

SPLICE TO RELAY RACK PERMANENT SPLICE 
HARNESS ASSEMBLY, PILOT INSTRUMENT 1 

AMPLIFIER TO PERMANENT SPLICE 
. CONNECTOR, CONVAIR 92-50285-007 -V71460- 1 

- CONDUCTOR, CONVAIR 9B-34001-003 -V00779- 1 

. CONDUCTOR, CONVAIR 9B-34001-001 -V00779- 1 


1 

15 

30 

1 

1 

1 

20 

6 
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C O N V A I R 



ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USA 

CO 

tGE 

DE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

4 -421 

22-61725-1 

. HARNESS ASSEMBLY* COMPUTER AMPLIFIER TO 

2 

5 

1 



PEDESTAL PERMANENT SPLICE 





22-61725-3 

- HARNESS ASSEMBLY. COMPUTER AMPLIFIER TO 

6 


1 



PERMANENT SPLICE 





DPOIB—33S1B 

. . CONNECTOR, CONVAIR 92-502B5-014 -V7I46B- 

2 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

2 


8 


320574 

. . TERMINAL, CONVAIR 9B-90R0S-010 -V00779- 

2 


1 


36161 

. . TERMINAL, CONVAIR 90-90805-016 -V00779- 

2 


1 


320559 

. . CONDUCTOR# CONVAIR 98-34001-003 -V00779- 

2 


12 

-422 

22-61727-1 

. HARNESS ASSEMBLY, COMPUTER AMPLIFIER TO 

1 


1 



POWER JUNCTION BOX 





320562 

. . CONDUCTOR, CONVAIR 9B-34001-001 -V00779- 

1 


2 


320559 

. . CONDUCTOR, CONVAIR 98-34QUI-003 -V00779- 

1 


18 


36153 

. . TERMINAL, CONVAIR 96-90005-003 -V00779- 

1 


6 


UPD7B-33S1B 

. . CONNECTOR, CONVAIR 92-50285-014 -V71468- 

I 


1 

—423 

22-61743 

. HARNESS ASSEMBLY, STA 375 PERMANENT SPLICE 

1 


1 



TO AUTOPILOT PERMANENT SPLICE 





320562 

. . CONDUCTOR, CONVAIR 90-34001-001 -V00779- 

1 


3 

-424 

22-61758 

. HARNESS ASSEMBLY, FREQUENCY CHART LIGHTS TO 

1 


1 



PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V0C779- 

1 


1 


WK3—23C3-8 

. . CONNECTOR, CONVAIR 92-4031B-005 -V7I460- 

1 


1 

-425 

22-61785 

. HARNESS ASSEMBLY, CONTROL CHASSIS TO 

1 


1 



PILOT STATIC VALVE PERMANENT SPLICE 




-426 

22-61786 

* HARNESS ASSEMBLY, CONTROL CHASSIS TO 

1 


1 



COPILOT STATIC VALVE PERMANENT SPLICE 





DM6502-37S 

• . CONNECTOR, CONVAIR 92-40330-004 -V17419- 

1 


1 

-427 

22-61656-1 

. HARNESS ASSEMBLY, VERTICAL GYRO 1 TO 

1 


1 



PERMANENT SPLICE 





K219V3 

. . CONNECTOR, CONVAIR 92-40116-002 -V71460- 

I 


1 


36151 

. . TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


5 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


2 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


8 

-426 

22-61756 

. HARNESS ASSEMBLY; FUEL GAGING TRANSFER 

1 


1 



SWITCH ROX TO PERMANENT SPLICE 





165-26 

. . CONNECTOR, CONVAIR 92-40058-012 -V02660- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 

-428.1 

22-61869-1 

. HARNESS ASSEMBLY, PILOTS AUTOPILOT RACK 

1 


1 



PERMANENT SPLICE TO STA 230 






PERMANENT SPLICE 





320559 

. . CONDUCTOR, CONVAIR 9d-34001-003 -V00779- 

1 


36 


320562 

* . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


2 


98-89500-001 

. . PLUG 

1 


2 
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ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


C O N V A I R 
ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

kl/MiCMD ATI IDE 

USA 

CO 

GE 

DE 

UNITS 

PER 

ASSEMBLY 

NOMcNlLATURC 

1 2 3 4 5 6 

FROM 

TO 

4 -429 

22-61787 

. HARNESS ASSEMBLY 1 CONTROL CHASSIS TO 

1 


1 



PERMANENT SPLICE 





320559 

. . CONDUCTOR* CONVAIR 98-34001-003 -V00779- 

1 


13 


DM6502-19S 

. * CONNECTOR* CONVAIR 92-40330-003 -V17419- 

1 


1 

-43Q 

22-61789 

. HARNESS ASSEMBLY. AUTOPILOT RACK PERMANENT 

1 


1 



SPLICE TO INSTRUMENT PANEL PERMANENT 






SPLICE 




-431 

22-61637-1 

. HARNESS ASSEMBLY, COPILOT COMPASS COUPLER 

1 


1 



TO INSTRUHENT PANEL PERMANENT SPLICE 





DPA32-33S 

. . CONNECTOR, CONVAIR 92-50285-026 -V7I468- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


8 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


25 


320S62 

. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


5 


320570 

. . CONDUCTOR, CONVAIR 98-34001-002 -V00779- 

1 


1 


K03-19-20SN 

. . CONNECTOR, CONVAIR 92-40058-004 -V71468- 

1 


1 


K06-191-2 

. . SHELL, CONVAIR 98-02500-002 -V7146B- 

1 


1 

-432 

22-61641-1 

. HARNESS ASSEMBLY, PILOT RADIO-MAGNETIC 

1 


1 



INDICATOR SERVO-AMPLIFIER TO PERMANENT 






SPLICE 





320559 

. . CONDUCTOR* CONVAIR 98-34001-003 -V00779- 

1 


5 


320562 

. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


1 


36153 

. . TERMINAL* CONVAIR 98-90805-003 -V00779- 

1 


1 

-433 

22-61736-1 

. HARNESS ASSEMBLY, PEDESTAL PERMANENT SPLICE 

1 


1 



TO RELAY RACK PERMANENT SPLICE 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


11 


320562 

. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


2 

-434 

22-61780 

. HARNESS ASSEMBLY, AIR DATA TEMPERATURE 

1 


1 



BULB TO PERMANENT SPLICE 





EX06-10SL4S 

. . CONNECTOR, CONVAIR 92-40332-002 -V71468- 

1 


1 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


2 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


1 

-435 

22-61635-1 

. HARNESS ASSEMBLY, PILOT COMPASS COUPLER TO 

1 


1 



INSTRUHENT PANEL PERMANENT SPLICE 





DPA32-33S 

. . CONNECTOR, CONVAIR 92-50285-026 -V71468- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


8 


K03-19-20SN 

. . CONNECTOR, CONVAIR 92-40056-004 -V71468- 

1 


1 


K06-191-2 

. . SHELL, CONVAIR 98-02500-002 -V7146B- 

1 


1 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


23 


320570 

. . CONDUCTOR, CONVAIR 98-34001-002 -V00779- 

1 


1 


320562 

. . CONDUCTOR, CONVAIR 9B-34001-001 -V00779- 

1 


5 

-436 

22-61643-1 

. HARNESS ASSEMBLY, PILOT INSTRUMENT 

1 


1 



AMPLIFIER TO INSTRUMENT PANEL PERMANENT 






SPLICE 





320559 

. . CONDUCTOR, CONVAIR 9B-34001-003 -VO0779- 

1 


15 


320562 

. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


4 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


323207 

. . CONNECTOR, CONVAIR 96-89500-001 -V00779- 

1 


1 

-440 

22-61504 

. HARNESS ASSEMBLY, COPILOT YOKE TO STA 306 

1 


1 



01 ODE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


320572 

. . TERMINAL, CONVAIR 98-90805-006 -V00779- 

1 


1 

-441 

22-61516 

. HARNESS ASSEMBLY, POWER LEVER SWITCHES 

1 


1 



1 AND 2 TO PERMANENT SPLICE 





320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


8 

-442 

22-61759 

. HARNESS ASSEMBLY, EMERGENCY STABILIZER TRIM 

1 


1 



CONTROL TO PERMANENT SPLICE 





PT06E14—5S 

. . CONNECTOR, CONVAIR 92-40325-016 -V06840- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 

-442.1 

22-61982 

. HARNESS ASSEMBLY. PILOT PITOT TUBE HEATER 

1 


1 



TO PERMANENT SPLICE 





DM9700-3S 

. . PLUG, CONVAIR 92-40317-OOB -V17419- 

1 


1 
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_ —FUSELAGE NOSE 

ILLUSTRATED PARTS CATALOG UNDERFLOOR 
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UNDERFLOOR STA 187 TO 250 LH ELECTRICAL HARNESSES 

FIGURE 5 






















ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


CONVAIR ©S’ 


ILLUSTRATED PARTS CATALOG 





FIGURE 

AMD 

INDEX NO 


5 


-443 


PART NUMBER 


NOMENCLATURE 


22-61660-1 

22-61668-3 

EX06-16S1S 

024049-0000 

024048-0000 


1 2 3 4 5 6 _ 

UNDERFLOOR STA 187 TU 250 LH ELECTRICAL 

HARNESSES SEE 22-61003 

* HARNESS ASSEMBLY• ELEVATOR TRIM SERVO TO 

PERMANENT SPLICE 

. HARNESS ASSEMBLY,ELEVATOR TRIM SERVO TO 
PERMANENT SPLICE 

. . CONNECTOR, CONVAIR 92-40332-007 -V71468- 
. . CONTACT, CONVAIR 92-63901-011 -V71468- 

• * CONTACT, CONVAIR 92-63901-012 -V71468- 


USAGE 

CODE 


FROM TO 


UNITS 

PER 

ASSEMBLY 


Feb. 10/62 
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CONVAIR 
ILLUSTRATED PARTS CATALOG 



ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


c 




( 


( 
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UNDERFLOOR STA 187 TO 250 RH ELECTRICAL HARNESSES 

FIGURE 6 




















ELECTRICAL HARNESSES 
FUSELAGE NOSE 
UNDERFLOOR 


CONVA1R 88] 


ILLUSTRATED PARTS CATALOG 





FIGURE 

AND 

INDEX NO. 


6 


PART NUMBER 


-444 


22-61579 


PT06E22-55S 

56153 

320559 


NOMENCLATURE 


1 2 3 4 5 6 _ 

UNDERFLOOR STA 187 TO 250 RH ELECTRICAL 

HARNESSES SEE 22-61003 
. HARNESS ASSEMBLY, MASTER WARNING BOX 2 
TO PERMANENT SPLICE 

. . CONNECTORt CONVAIR 92-40325-010 -V06840- 
. * TERMINAL# CONVAIR 98-90805-003 -V00779- 
. . CONDUCTOR. CONVAIR 96-34001-003 -V00779- 


USAGE 

CODE 


FROM 


TO 


UNITS 

PER 

ASSEMBLY 


1 


1 


1 1 
1 1 
1 16 


i 


Feb. 10/62 
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ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRIC COMPT 


CONVAIR BQ' 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 


USA 1 

CO 

GE 

)E 

UNITS 

PER 

ASSEMBLY 

NOMENCLATURE 

1 2 3 4 5 6 

FROM 

TO 

1 -496 

22-61694-1 

• HARNESS ASSEMBLY* LANDING GEAR GROUND 

1 


1 



SAFETY RELAY TO OVERHEAT 0ETECT0R RELAY 





36153 

• . TERMINAL, CONVAIR 90-90805-003 -V00779- 

1 


1 


PT06E20-39S 

. . CONNECTOR. CONVAIR 92-40325-075 -V77820- 

1 


1 

-497 

22-6171*6 

. HARNESS ASSEMBLY. WING SKIN TEMPERATURE 

1 


1 



OVERHEAT POWER SUPPLY 






TO PERMANENT SPLICE RH 





320562 

• „ CONDUCTOR* CONVAIR 96-34001-001 -V00779- 

1 


2 


36153 

. . TERMINAL. CONVAIR 98-90805-003 -V00779- 

1 


1 


PT06E16—265 

. . CONNECTOR, CONVAIR 92-40325-01B -V77820- 

1 


1 

-498 

22-62521-1 

. HARNESS ASSEMBLY, FRONT SPAR FEED THRU 

1 


1 



PANEL C TO INBO LANDING LIGHT RELAY RH 





320559 

. . CONDUCTOR, CONVAIR 90-34001-003 -V00779- 

1 


3 


36151 

• • TERMINAL, CONVAIR 90-90805-001 -V00779- 

1 


1 

-499 

22-62581 

. HARNESS ASSEMBLY, TRANSFER SWITCH BOX FUEL 

1 


1 



PROBE 4 MAIN TANK TO REAR SPAR DISCONNECT 





1-822-1 

. . CONNECTOR, CONVAIR 92-47000-027 -V95712- 

1 


1 


1-017-1 

. . CONNECTOR, CONVAIR 92-47000-020 -V95712- 

1 


3 

-500 

22-61693 

. HARNESS ASSEMBLY, PERMANENT 

1 


1 



SPLICE TO HEAR SPAR PERMANENT SPLICE 





320559 

- - CONDUCTOR, CONVAIR 9B-34001-003 -V00779- 

1 


9 


320562 

• „ CONDUCTOR, CONVAIR 9B-34001-001 -V00779- 

1 


4 

-501 

22-61B51-1 

. HARNESS ASSEMBLY, GROUND MAINTENANCE RELAY 

1 


1 



TO PERMANENT SPLICE 





36161 

. . TERMINAL, CONVAIR 98-90B05-016 -V00779- 

1 


5 


36153 

• . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


2 


320569 

. . TERMINAL, CONVAIR 98-90805-017 -V00779- 

1 


3 

-502 

22-61395-1 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO 

1 


1 



AUTOPILOT PERMANENT SPLICE STA 375 





320559 

. . CONDUCTOR, CONVAIR 9B-34001-003 -V00779- 

1 


18 


320562 

. . CONDUCTOR, CONVAIR 9B-34001-001 -V00779- 

1 


12 

-503 

22-62571 

. HARNESS ASSEMBLY, AUTOPILOT RACK PERMANENT 

1 


1 



SPLICE TO ANGLE OF ATTACK SENSOR 






PERMANENT SPLICE 




-504 

22-62503 

. HARNESS ASSEMBLY, FEED THRU L TO DIMMING 

1 


1 



RELAY BOX 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


12 

-505 

22-62507-3 

. HARNESS ASSEMBLY, FEED THRU PANEL X TO 

1 


1 



POSITION LIGHT RELAY 




-506 

22-62507-5 

. HARNESS ASSEMBLY, FEED THRU PANEL X TO 

1 


1 



AIR CONDITION COMPARTMENT PERMANENT 






SPLICE 




-507 

22-62529 

. HARNESS ASSEMBLY, FEED THRU PANEL G TO 

1 


1 



EQUIPMENT INSTALLATION STA 323 





320559 

. . CONDUCTOR, CONVAIR 9B-34001-003 -V00779- 

1 


8 

-500 

22-61576-1 

. HARNESS ASSEMBLY, LIGHT DIMMING RELAY BOX 

1 


1 



TO PERMANENT SPLICE 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


17 


36153 

„ . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


1 


PT06E22-55S 

. . CONNECTOR, CONVAIR 92-40325-010 -V77820- 

1 


1 


Feb. 10/62 
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CONVAIR 


ELECTRICAL HARNESSES 
ELECTRONIC AND 



ILLUSTRATED PARTS CATALOG ELECTRICAL 

COMPT 

FIGURE 



USAGE 

UNITS 

AND 

PART NUMBER 

NOMENCLATURE 

UJ 

lUt 

PER 

INDEX NO. 


1 2 3 4 5 6 

FROM 

TO 

ASSEMBLY 

1 -509 

22-61037 

. HARNESS ASSEMBLY, WARNING HORN TIMER TO 

1 


1 



TIMER DIODES 





PT06E8-4S 

. . CONNECTOR. CONVAIR 92-40325-006 -V77820- 

1 


1 


36153 

. . TERMINAL. CONVAIR 98-90005-003 -V00779- 

1 


5 

-510 

22-61794 

. HARNESS ASSEMBLY, CABIN GENERAL LIGHT 

l 


1 



DIMMING CONTROL TO FWD STEWARD PANEL 






PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


10 

-511 

22-62559 

- HARNESS ASSEMBLY. PERMANENT SPLICE TO AFT 

1 


1 



CABIN OUTFLOW VALVE 





CT06E16S8S 

. . CONNECTOR. CONVAIR 92-40334-012 -V71468- 

1 


1 

-512 

22-62562 

. HARNESS ASSEMBLY. HYDRAULIC FLUID QUANTITY 

1 


1 



AMPLIFIER BRIDGE TO Ri: AR SPAR PERMANENT 






SPLICE 





320559 

. * CONDUCTOR. CONVAIR 98-34001-003 -V00779- 

1 


9 


36153 

- . TERMINAL. CONVAIR 98-90005-003 -V00779- 

1 


1 


PT06E12-1 OS 

. . CONNECTOR, CONVAIR 92-40325-002 -V77820- 

1 


1 

-5M 

22-62523 

. HARNESS ASSEMBLY, STRUCTURE TEMPERATURE 

1 


1 



PERMANENT SPLICE TO FRONT SPAR FEED THRU 






PANEL C 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


? 


36151 

. - TERMINAL, CONVAIR 98-90805-001 -V00779- 

1 


3 


22-62538-5 

• HARNESS ASSEMBLY, RELAY INSTALLATION TO 

2 

7 

1 



FEED THRU PANEL U 




-514 

22-62530-803 

* HARNESS ASSEMBLY, RELAY INSTALLATION TO 

A 


1 



FEED THRU PANEL U 




-515 

22-61002 

* HARNESS ASSEMBLY. PERMANENT SPLICE TO LOAD 

1 


1 



CONTROLLER 3 





CT06E20-275 

• . CONNECTOR. CONVAIR 92-40334-017 -V7146B- 

1 


1 


36153 

* . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


l 

-516 

22-61000 

* HARNESS ASSEMBLY, PERMANENT SPLICE TO LOAD 

1 


l 



CONTROLLER 4 





36153 

* - TERMINAL, CONVAIR 90-90005-003 -V00779- 

1 


1 


CT06E20-27S 

. - CONNECTOR, CONVAIR 92-40334-017 -V71468- 

1 


1 



A AIRPLANES 1, 8 AND ON 
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ELECTRICAL HARNESSES 
CABIN 


C O N V A I R 

illustrated parts catalog 






USAGE 

UNITS 

PER 

FIGURE 

PART NUMBER 


CODE 

AND 

NOMENCLATURE 



INDEX NO. 


1 2 3 4 5 6 

FROM 

TO 

ASSEMBLY 

1 -265 

22-63601-3 

. HARNESS ASSEMBLY, PERMANENT SPLICE CALL 

1 


1 

22-63600-3 

SWITCH SEAT 6 TO 7 LH 
. HARNESS ASSEMBLY, PERMANENT SPLICE CALL 

1 


1 




SWITCH SEAT 6 TO 7 RH 





320562 

. - SPLICE, LH CONVAIR 98-34001-001 -V00779- 

1 


2 


320562 

. . SPLICE, RH CONVAIR 98-34001-001 -V00779- 

1 


5 


320559 

. . SPLICE* RH CONVAIR 98-34001-003 -V0Q779- 

1 


1 

-266 

22-63593-3 

. HARNESS ASSEMBLY, READING LIGHTS TO 

1 


1 

PERMANENT SPLICE SEAT 6 TO 7 LH 





22-63592-3 

. HARNESS ASSEMBLY. READING LIGHTS TO 

1 


1 



PERMANENT SPLICE SEAT 6 TO 7 RH 





320562 

. . SPLICE, LH CONVAIR 9B-34001-0U1 -V00779- 

1 


4 


320562 

• - SPLICE, RH CONVAIR 98-34001-001 -V00779- 

1 


6 

1 

-267 

22-63531* 

. HARNESS ASSEMBLY, READING LIGHT TO 

1 


36157 

PERMANENT SPLICE STA 461 LH 
. . TERMINAL, CONVAIR 96-90805-008 -V00779- 

1 


4 



32057** 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

l 


9 

1 

-268 

22-63536 

. HARNESS ASSEMBLY, READING LIGHT TO 

1 


36157 

PERMANENT SPLICE STA 456 RH 
. . TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


9 



320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


4 

-269 

22-63535 

. HARNESS ASSEMBLY, READING LIGHT TO 

1 


1 

22-63537 

PERMANENT SPLICE STA 506 LH 
. HARNESS ASSEMBLY, READING LIGHT TO 

1 


1 




PERMANENT SPLICE sTA 499 RH 



) 


36157 

. . TERMINAL, CONVAIR 98-90805-008 -V0U779- 

1 



320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


4 

-270 

22-61695 

. HARNESS ASSEMBLY, WING ICE LIGHT RELAY 

1 


1 



TO LH LIGHT 



1 


PT06EB-4S 

. . CONNECTOR. CONVAIR 92-40525-006 -V77820- 

1 



36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 

-271 

22-63538 

. HARNESS ASSEMBLY, CABIN COVE LIGHT 

1 


1 

TO PERMANENT SPLICE STA 581 TO 719 LH 



1 


22-63539 

. HARNESS ASSEMBLY, CABIN COVE LIGHT 

1 




TO PERMANENT SPLICE STA 581 TO 719 RH 



43 


36151 

. . TERMINAL, LH CONVAIR 98-90805-001 

1 




-V007 79- 



42 


36151 

. . TERMINAL. RH CONVAIR 98-90805-001 

1 




-V00779— 



1 


320571 

. . TERMINAL, LH CONVAIR 98-90805-005 

1 




-V00779- 



1 


320559 

. . SPLICE, RH CONVAIR 98-34001-003 -V00779- 

1 



36153 

. . TERMINAL, RH CONVAIR 98-90805-003 

1 


l 


-V00779- 



1 

-273 

22-63524 

. HARNESS ASSEMBLY, WINDOW LIGHT TO 

1 




PERMANENT SPLICE STA 546 TO 669 LH 



1 


22-63525 

. HARNESS ASSEMBLY, WINDOW LIGHT TO 

1 




PERMANENT SPLICE STA 546 TO 659 RH 





320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


AK 


3205 f4 

. . TERMINAL, RH CONVAIR 98-90805-001 

1 


9 



-V00779- 
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CONVAI 



ELECTRICAL HARNESSES 
CABIN 


ILLUSTRATED PARTS CATALOG 



Feb. X0/6a 
A-2 


9^-3 

Page 6 


PASSENGER COMPARTMENT 
STA 640 TO 888 ELECTRICAL HARNESSES 
FIGURE 2 





























ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRIC COMFT 


CONVAIR QQ' 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

kiniicktn ATitBC 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

NOMENCLATURE 

1 2 3 4 5 6 

FROM 

TO 

1 -517 

22-62580 

. HARNESS ASSEMBLY, TRANSFER SWITCH BOX FUEL 

1 


1 



PROQE 2 MAIN TANK TO REAR SPAR DISCONNECT 





1-B21-1 

. . CONNECTOR, CONVAIR 92-47000-026 -V95712- 

1 


1 


1-B20-1 

* . CONNECTOR, CONVAIR 92-47000-025 -V95712- 

1 


1 


1-817-1 

. • CONNECTOR, CONVAIR 92-47000-020 -V95712- 

1 


2 

-518 

22-62534 

. HARNESS ASSEMBLY, REAR SPAR TO GENERATOR 

1 


1 



LINE AND BUS TIE CONTACTOR 3 RH 




-519 

22-62543 

. HARNESS ASSEMBLY, REAR SPAR TO GENERATOR 

1 


1 



LINE AND BUS TIE CONTACTOR 2 LH 





YAEV6C-L2 

* - TERMINAL, CONVAIR 98-90806-008 -V09922- 

1 



-522 

22-61801 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO LOAD 

1 


1 



CONTROLLER 1 




-523 

22-61803 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO LOAD 

1 


1 



CONTROLLER 2 





36155 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


1 


CT06E20-27S 

. . CONNECTOR, CONVAIR 92-40334-017 -V7146B- 

1 


1 


36151 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 

-524 

22-61605 

• HARNESS ASSEMBLY, PERMANENT SPLICE TO 

1 


1 



FEED THRU PANEL AC 




-525 

22-61616 

. HARNESS ASSEMBLY, FREON SWITCHES TO 

1 


1 



PERMANENT SPLICE 





36151 

* . TERMINAL, CONVAIR 90-90805-001 -V00779- 

1 


6 


36153 

• „ TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


320553 

. . TERMINAL, CONVAIR 98-90805-020 -V00779- 

1 


6 

-527 

22-61902 

. HARNESS ASSEMBLY, AUTOPILOT RACK PERMANENT 

1 


1 



SPLICE TO PERMANENT SPLICE STA 375 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V007T9- 

1 


19 


320562 

. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


17 


320570 

• * CONDUCTOR, CONVAIR 98-34001-002 -V00779- 

1 


2 

-52fl 

22-61910 

. HARNESS ASSEMBLY, PRESSURE TRANSDUCER TO 

1 


1 



PERMANENT SPLICE 




-532 

22-62500 

. HARNESS ASSEMBLY, ANTI-COLLISION LIGHT 

1 


1 



LWR TO PERMANENT SPLICE 





PT06E22-55S 

• . CONNECTOR, CONVAIR 92-40325-010 -V77820- 

1 


l 


3615 3 

. * TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


320559 

* * CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


1 

-533 

22-62577 

- HARNESS ASSEMBLY, FEED THRU AC TO 

1 


1 



PERMANENT SPLICE 





320559 

- . CONDUCTOR, CONVAIR 90-34001-003 -V0Q779- 

1 


14 
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C O N V A 1 R a a!5V - ELECTRICAL HARNESSES 

ELECTRONIC AND 

ILLUSTRATED PARTS CATALOG ELECTRICAL COMPT 



Apr. S8/6l 
A 


94-5 
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RELAY PANEL FWD ELECTRICAL HARNESSES 
FIGURE 2 (SHEET 1 OF 2) 

















































ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL COMET 


CONVAIR 
ILLUSTRATED PARTS CATALOG 







Apr. 28/6l 
A 


RELAY PANEL FWD ELECTRICAL HARNESSES 
FIGURE 2 (SHEET 2 OF 2) 
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CONVAIR 88] 


ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL COMPT 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USA 

CXI 

,GE 

DE 

UNITS 

PER 

ASSEMBLE 

FROM 

TO 

2 


RELAY PANEL PHD ELECTRICAL HARNESSES 

1 





SEE 22-61004 




-537 

22-61676 

. HARNE5S ASSEMBLY* DIODE INSTALLATION TO 

l 


1 



REVERSE THRUST RELAY 





320559 

. . CONDUCTOR. CONVAIR 90-34001-003 -V00779- 

1 


8 

-530 

22-61B56 

. HARNESS ASSEHBLY. AMPLIFIER BRIDGE TO 

1 


1 



PERMANENT SPLICE 





320559 

. . CONDUCTOR, CONVAIR 9B-34001-003 -V00779- 

1 


13 


PT06E14-19S 

• * CONNECTOR* CONVAIR 90-40325-011 -V06840- 

l 


1 

-539 

22-61560-1 

, HARNESS ASSEMBLY* INSTRUMENT PANEL 

1 


1 



DISCONNECT INBD TO INSTRUMENT PANEL LH 





YPS20H1 

. . CONTACT, CONVAIR 92-63903-005 -V02299- 

1 


16 


PHP45H1 

. . CONNECTOR* CONVAIR 92-40329-001 -V09922- 

1 


1 

-540 

22-61070 

. HARNESS ASSEMBLY, UTILITY RECEPTACLE TO 

1 


1 



PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


2 


36151 

. . TERMINAL, CONVAIR 9B-90B05-001 -V00779- 

1 


1 

-541 

22-62619 

. HARNESS ASSEMBLY* HYDRAULIC TANK PROBES TO 

1 


1 



REAR SPAR PERMANENT SPLICE 





PT06E12-10S 

• • CONNECTOR* CONVAIR 92-40325-002 -V77S20- 

1 


2 


1-817-1 

. . CONNECTOR, CONVAIR 92-47000-020 -V95712- 

1 


1 


1-821-1 

. . CONNECTOR* CONVAIR 92-47000-026 -V95712- 

1 


1 

-542 

22-62560 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO 

1 


1 



FHD CABIN OUTFLOW VALVE 





320559 

. . CONDUCTOR, CONVAIR 9B-34001-003 -V00779- 

1 


1 


CT06E16SBS 

. . CONNECTOR* CONVAIR 92-40334-012 -V7146B- 

1 


1 


36151 

. . TERMINAL, CONVAIR 9B-90B05-001 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


4 

-543 

22-62613 

. HARNESS ASSEMBLY, AFT CARGO COMPARTMENT 

1 


1 



LIGHTS TO PERMANENT SPLICE 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


9 


320559 

. . CONDUCTOR, CONVAIR 96-34001-003 -V00779- 

1 


1 


A1783 

. . SPRING, CONVAIR 98-36008-009 -V72914- 

1 


1 


A! Ill 

. . NUT, CONVAIR 96-35004-001 -V72914- 

1 


1 


A4149 

. . INSULATOR, CONVAIR 95-07002-001 -V72914- 

1 


1 


AN3046-3 

. . TERMINAL 

1 


1 

-544 

22-61696 

. HARNESS ASSEMBLY, WING ICE LIGHT RELAY 

1 


1 



TO LIGHT RH 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


PT06EB-4S 

. . CONNECTOR, CONVAIR 92-40325-006 -V77B20- 

1 


1 

-545 

22-62625 

. HARNESS ASSEHBLY, STA 375 PERMANENT SPLICE 

1 


1 



TO REAR SPAR FEED THRU PERMANENT SPLICE 






ENGINE 2 





320562 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


a 

-546 

22-61744 

. HARNESS ASSEHBLY, ELECTRONIC COMPARTMENT 

1 


l 



FAN TO RELAY 





320574 

. . TERMINAL, CONVAIR 9B-90B05-010 -V00779- 

1 


i 


320572 

. . TERMINAL, CONVAIR 9B-90B0S-006 -V00779- 

1 


2 


36153 

. . TERMINAL, CONVAIR 96-90805-003 -V00779- 

1 


5 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


2 


PT06E14-5S 

. . CONNECTOR, CONVAIR 92-40325-016 -V06840- 

1 


1 


EX06-10SL4S 

. . CONNECTOR, CONVAIR 92-40332-002 -V71468- 

1 


1 


Feb. 10/62 
C-2 


9^-5 

Page l6 













ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRIC COMFT 


CONVAIR 

ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 


-546.1 

22-61932-801 

-546.2 

PTO6E0-4S 

22-61911 

-546.3 

MS3106R24—1 IS 
22-62527-1 

-546.5 

320562 

320570 

320559 

22-61639-1 

-546.6 

22-61096 


22-61096-3 


PT06E22-55S 

36153 

320559 


PART NUMBER 


NOMENCLATURE 


1 2 3 4 5 6 


USAGE 

CODE 


FROM 


TO 


UNITS 

PER 

ASSEMBLY 


HARNESS ASSEMBLY, ANTI-ICE VALVE DELAY 
RELAY LH 

. CONNECTOR, CONVAIR 92-40325-006 -V06B40- 
HARNESS ASSEMBLY, STATIC INVERTER EMERGENCY 
IGNITION TO PERMANENT SPLICE 
. CONNECTOR 

HARNESS ASSEMBLY, FEED THRU PANEL G TO 
INSTRUMENT PANEL STATION 
. CONDUCTOR, CONVAIR 90-34001-001 -VO0779- 

. CONDUCTOR, CONVAIR 9B-34Q01-002 -V00779- 

. CONDUCTOR, CONVAIR 90-34001-003 -V00779- 

HARNESS ASSEMBLY, COPILOT AUTOPILOT RACK 
PERMANENT SPLICE TO CIRCUIT BREAKER 
PERMANENT SPLICE 

HARNESS ASSEMBLY, DIMMING BOX 7 TO 
PERMANENT SPLICE 

HARNESS ASSEMBLY, DIMMING BOX 7 TO 
PERMANENT SPLICE 

. CONNECTOR, CONVAIR 92-40325-010 -V06B40- 
. TERMINAL, CONVAIR 90-90005-003 -V00779- 
* CONDUCTOR, CONVAIR 9B-34001-003 -V00779- 


1 


1 

11 

1 

1 

1 


17 


10 


20 


Feb. 10/62 
C-2 
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C O N V A I R 



ELECTRICAL HARNESSES 
ELECTRONIC AND 

ILLUSTRATED PARTS CATALOG ELECTRICAL COMPT 



180- 

552 203 

66 

9 

553 204 

67 

10 

206 

69 

11 

211 

70 

12 

338 

71 

29 

364 

72 

30 

370 

98 

31 

372 

109 

32 

376 

110 

33 

387 

111 

34 

398 

114 

35 

399 

115 

36 

404 

116 

38 

407 

117 

40 

408 

120 

42 

410 

160 

44 

425 

173 

45 

438 

175 

46 

459 

180 

48 

540 

185 

51 

542 

196 

54 

546.6 197 

61 

548 

200 

62 

549 

201 

65 


77 
79 
376 
444 

45D 38 
464 180 
470 181 
476 182 
479 183 

481 376 

482 444 

486 4S0 

487 471 
SOB 479 

482 

486 

501 

SOB 

538 

542 

546.6 


45 

464 

489 

467 

79 

466 

490 

479 

222 

468 

491 

481 

270 

469 

492 

482 

406 

472 

493 

486 

447 

473 

494 

487 

448 

483 

495 

508 

454 

484 

498 

513 

456 

485 

507 

537 

462 

488 

514 

542 



544 

546.3 



545 

546.6 


32 04 94 GJ 004 I 
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A 


RELAY PANEL AFT ELECTRICAL HARNESSES 
FIGURE 3 (SHEET 1 OF 3) 
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ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL CQMPT 


CONVAIR 
ILLUSTRATED PARTS CATALOG 



210 

164 

211 

197 

185 

164 

39 

445 

116 

478 

175 

163 

207 

196 

184 

67 

38 

373 

115 

445 

172 

162 

206 

194 

183 

56 

37 

215 

114 

83 

171 

98 

205 

193 

182 

54 

36 

160 

113 

74 

170 

70 

204 

192 

1B1 

50 

35 

124 

111 

73 

169 

68 

203 

191 

180 

49 

33 

123 

110.1 

72 

168 

64 

202 

190 

179 

48 

32 

122 

110 

71 

167 

12 

201 

189 

178 

47 

31 

121 

109 

69 

166 

11 

200 

188 

177 

46 

3D 

120 

83 

67 

165 

ID 

199 

187 

176 

45 

29 

118 

82 

66 


9 

198 

186 

55 

44 

28 

117 

63 

65 


BOB 

507 



79 

402 

404 

406 

460 

493 
499 
505 

556 

557 

640.1 

10 

49 

62 

67 

329 

442 

450 

462 

464 

472 

494 
514 
551 

637.2 

'20 

69 

115 

230 

416 

483 

490 

490 

556 

561 

615.1 
6152 

640.2 


H.04 94.GMXM'? 
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J 


RELAY PANEL AFT ELECTRICAL HARNESSES 
FIGURE 3 (SHEET 2 OF 3) 


67 

79 

200 

201 

206 

211 

364 

376 

399 

449 

.460 

470 

472 

473 
465 

488 

489 
546 
556 
621.1 
640.2 
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CONVAIR 
ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL COMFT 
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RELAY PANEL AFT ELECTRICAL HARNESSES 
FIGURE 3 (SHEET 3 OF 3) 
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ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRIC COMPT 


CONVAIR 8S 


ILLUSTRATED PARTS CATALOG 




FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

FROM 

TO 

3 


RELAY PANEL AFT ELECTRICAL HARNESSES 





SEE 22-61004 



—548 

22-61848 

. HARNESS ASSEMBLY, STA 306 DIODE TO GRAVITY 

1 




AND ALTITUDE SWITCH PERMANENT SPLICE 




320575 

. . TERMINAL, CONVAIR 98-90805-013 -V00779- 

1 



320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 



36157 

. . TCRMINAL, CONVAIR 98-90805-008 -V00779- 

1 


-549 

22-61698 

. HARNESS ASSEHBLY, PERMANENT SPLICE TO 

1 




LH WING OVER HEAT DETECTOR LOOP 





PERMANENT SPLICE 



-551 

22-62596-803 

. HARNESS ASSEMBLY, FEEO THRU U TO FLIGHT 

A 




ENGINEER PERMANENT SPLICE 




22-62596-1 

. HARNESS ASSEMBLY, FEED THRU U TO FLIGHT 

2 

6 



ENGINEER PERMANENT SPLICE 




22-62596-5 

- HARNESS ASSEMBLY, FEEO THRU U TO FLIGHT 

7 

7 



ENGINEER PERMANENT SPLICE 




320562 

. * CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


-552 

22-61018-1 

. HARNESS ASSEMBLY, ANTI-ICE RELAY 3 TO 

A 




PERMANENT SPLICE 




22-61810 

. HARNESS ASSEMBLY, ANTI-ICE RELAY 3 TO 

2 

7 



PERMANENT SPLICE 



-553 

22-61618 

. HARNESS ASSEMBLY, ACCELEROMETER STA 325 

1 




TO AUTOPILOT RACK PERMANENT SPLICL 




36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

2 

7 


CTOOE165 IS 

. . CONNECTOR, CONVAIR 92-50293-008 -V7I46B- 

1 


-556 

22-62510 

. HARNESS ASSEHBLY, THERMOCOUPLE SPLICE TO 

1 




REAR SPAR FEED THRU LH 



-557 

22-62511 

• HARNESS ASSEMBLY, THERMOCOUPLE SPLICE TO 

1 




REAR SPAR FEED THRU KH 




CS3100C14557S 

. . CONNECTOR, CONVAIR 92-50220-003 -V7702O- 

1 



AN5548-3 

• . TERMINAL, CONVAIR 98-90019-0U3 

1 



AN5S40-4 

. , TERMINAL, CONVAIR 98-90819-004 

1 



AN3420-6 

. - BUSHING 

1 



AN3U57—6B 

. - FITTING 

1 


-561 

22-62579 

- HARNESS ASSEMBLY, STA 375 PERMANENT SPLICE 

1 




TO PRESSURE DISCONNECT 




PT00E14—55 

. . CONNECTOR, CONVAIR 92-50208-022 -V77B20- 

l 




A AIRPLANES 1, 8 AND ON 




UNITS 

PER 

ASSEMBLY 


3 


1 


Feb. 10/62 
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ELECTRONIC AND 
ELECTRICAL COMET 
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ELECTRONIC AND ELECTRICAL COMPARTMENT 
SWITCH AND LIGHT ELECTRICAL HARNESSES 
FIGURE 4 


































ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRIC COMFT 


C O N V A I R 
ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 


PART NUMBER 


NOMENCLATURE 


1 2 3 4 5 6 


USAGE 

CODE 


FROM 


TO 


UNITS 

PER 

ASSEMBLY 


-565 


22-61896 

46151 

36153 


ELECTRONIC AND ELECTRICAL COMPARTMENT SWITCH 
AND LIGHT ELECTRICAL HARNESSES SEE 22-6I00N 

- HARNESS ASSEMBLY, ELECTRONIC AND ELECTRICAL 

COMPARTMENT LIGHTS TO SWITCH 
. . TERMINAL* CONVAIR 98-90605-001 -V0U779- 

- . TERMINAL, CONVAIR 98-90805-003 -V00779- 


12 


Feb. 10/62 
C-2 
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C O N V A | R ELECTRICAL HAENESSES 

EIECTRONIC AND 

ILLUSTRATED PARTS CATALOG ELECTRICAL CQMFT 
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AUTOPILOT RACK ELECTRICAL HARNESSES 
FIGURE 5 (SHEET 1 OF 2) 
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ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL COMPT 
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Page 28 FIGURE 6 A 






























































ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRIC COMFT 


CON V AIR QR 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

6 


AC EXTERNAL POWER JUNCTION BOX ELECTRICAL 






HARNESSES SEE 22-61004 




-573.1 

22-61778-1 

. HARNESS ASSEMBLY, AC EXTERNAL POWER 

1 


1 



RECEPTACLE TO AC JUNCTION BOX 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


l 


320562 

. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


3 


YEAV6C-L1 

. . TERMINAL, CONVAIR 90-90806-005 -V09922- 

1 


2 


YEAV6C-L2 

. . TERMINAL, CONVAIR 98-90806-008 -V09922- 

1 


2 


320564 

. . TERMINAL, CONVAIR 90-90905-014 -V00779- 

1 


3 


320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


12 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


3 

-574.1 

22-61620-1 

. HARNESS ASSEMBLY, EXTERNAL POWER JUNCTION 

1 


1 



BOX TO LIMITERS 





320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


lb 


36153 

. . TERMINAL, CONVAIR 98-90005-003 -V00779- 

1 


19 


320564 

. . TERMINAL, CONVAIR 98-90805-014 -V00779- 

1 


3 


320562 

. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


5 


320559 

. * CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


5 

-575.1 

22-61777-1 

. HARNESS ASSEMBLY, SYNCHRONIZING BUS 

1 


1 



PROTECTION TO PERMANENT SPLICE 





PT06C14-15S 

. . CONNECTOR, CONVAIR 92-40325-017 -V77B20- 

1 


1 


36153 

. . TCRHINAL, CONVAIR 98-90805-003 -V00779- 

1 


4 

-576 

22-61565-1 

. HARNESS ASSEMBLY, GENERATOR AND BUS TIE 

1 


1 



CONTACTOR 1 TO PERMANENT SPLICE 





PT06E1B-32P 

. . CONNECTOR, CONVAIR 92-40325-019 -V77620- 

1 


1 


36153 

. . TERMINAL, CONVAIR 90-90805-003 -V00779- 

1 


3 


320562 

. . CONDUCTOR, CONVAIR 9B-34001-001 -V00779- 

1 


6 


323975 

. . CONNECTOR, CONVAIR 98-34009-003 -V00779- 

1 


4 


320570 

. . CONDUCTOR, CONVAIR 9B-34001-002 -V00779- 

1 


1 

-577 

22-61505 

. HARNESS ASSEMbLY, PERMANENT SPLICE TO 

1 


1 



CURRENT TRANSFORMER UNIT 1 





320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


1 


320562 

. . CONDUCTOR, CONVAIR 9B-34001-001 -V00779- 

1 


7 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


3 


CT06E16SIP 

. . CONNECTOR, CONVAIR 92-40334-001 -V71468- 

1 


1 


CTO6E10-12P 

. . CONNECTOR, CONVAIR 92-40334-011 -V71468- 

1 


1 


Feb. 10/62 
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CONVAIR 88! 


ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL COMPT 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

6 -578 

22-61567-1 

• HARNESS ASSEMBLY* GENERATOR AND BUS TIE 

1 


1 



CONTACTOR 3 TO PERMANENT SPLICE 





PT06E18-32P 

. . CONNECTOR, CONVAIR 92-40325-017 -V77B20- 

1 


1 


36153 

. . TERMINAL, CONVAIR 96-90805-003 -V00779- 

1 


3 


320562 

. . CONDUCTOR* CONVAIR 98-34001-001 -V00779- 

1 


5 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


5 

-580 

22-61584 

. HARNESS ASSEMBLY, PERMANENT SPLICE TO 

1 


1 



CURRENT TRANSFORMER UNIT 2 





CT06E18-12P 

. . CONNECTOR, CONVAIR 92-40334-011 -V71468- 

1 


1 


CT06E16SIP 

. . CONNECTOR* CONVAIR 92-40334-001 -V71468- 

1 


1 

-581 

22-61566-1 

. HARNESS A5SEMBLY* GENERATOR AND BUS TIE 

1 


l 



CONTACTOR 2 TO PERMANENT SPLICE 





PT06E18-32P 

• . CONNECTOR, CONVAIR 92-40325-019 -V77820- 

1 


1 


320562 

• . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


5 


320570 

. . CONDUCTOR* CONVAIR 98-34001-002 -V00779- 

1 


1 


323975 

. . CONNECTOR, CONVAIR 98-34009-003 -V00779- 

1 


5 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


3 

-582 

22-62532 

. HARNESS ASSEMBLY, REAR SPAR TO GENERATOR 

1 


1 



LINE AND BUS TIE CONTACTOR 4 RH 





YAEV6C-L2 

. . TERMINAL, CONVAIR 98-90806-008 -V09922- 

1 


3 

-583 

22-62539 

* HARNESS ASSEMBLY, REAR SPAR TO GENERATOR 

1 


1 



LINE AND BUS TIE CONTACTOR 1 LH 





YAEV6C-L2 

. . TERMINAL, CONVAIR 98-90806-008 -V09922- 

1 


3 

-584 

22-61569 

. HARNESS ASSEMBLY, GENERATOR BUS TIE 

1 


1 



CONTACTORS TO PERMANENT SPLICE 




-585 

22-61842 

. HARNESS ASSEMBLY, CURRENT TRANSFORMER 

1 


1 



CONTROL 1 PERMANENT SPLICE TO CURRENT 






TRANSFORMER CONTROL 4 PERMANENT SPLICE 
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ELECTRICAL HARNESSES 
POD AND PYLON 


C O N V A I R QS 


ILLUSTRATED PARTS CATALOG 



Feb. 10/62 
A-2 


POD AND PYLON 3 ELECTRICAL HARNESSES 
FIGURE 3 (SHEET 2 OF 2) 


94-12 
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ELECTRICAL HARNESSES 
POD AND PYLON 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

3 


POD AND PYLON 3 ELECTRICAL HARNESSES 

1 


REF 

-861 

22-64902 

. HARNESS ASSEMBLY, PYLON 3 A C GENERATOR 

1 


1 



FIREWALL DISCONNECT TO RtAK SPAR 





AN3057—20A 

* - ADAPTER 

1 


1 


YAEV6C-L 

. . TERMINAL, CONVAIR 98-90806-006 -909922- 

1 


l 


FW00-32-17P 

. . CONNECTOR, CONVAIR 92-50292-004 -971468- 

1 


I 

-862 

22-64918 

- HARNESS ASSEMBLY, PYLON 3 OIL QUANTITY 

1 


1 



FIREWALL DISCONNECT TO REAR SPAR 





1-817-1 

. . PLUG, CONVAIR 92-47000-020 -995712- 

1 


l 


CAO0KE12S3S 

. . CONNECTOR, CONVAIR 92-50291-008 -971468- 

1 


1 

-863 

22-64932 

. HARNESS ASSEMBLY, PYLON 3 FIRE 

1 


1 



EXTINGUISHER AND DETECTDR TO RtAK SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


2 


320559 

. . SPLICE, CONVAIR 90-34001-003 -V0U779- 

1 


4 


CAOOKE2219S 

. . CONNECTOR, CONVAIR 92-50291-005 -971468- 

1 


1 

-064 

22-64928 

. HARNESS ASSEMBLY, PYLON 3 REFUEL DEFUEL 

1 


1 



PANEL DISCONNECT TO REAR SPAR 





CTOOE2812S 

. . CONNECTOR, CONVAIR 92-50293-026 -971468- 

1 


1 

-065 

22-64936-1 

. HARNESS ASSEMBLY, PYLON 3 HYDRAULIC 

A 


1 



VALVE TO REAR SPAR 





22-64936 

. HARNESS ASSEMBLY, PYLON 3 HYDRAULIC 

2 

6 

l 



VALVE TO REAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


2 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


3 


36153 

• • TERMINAL, CONVAIR 98-90805-003 -V0O779- 

1 


1 


PT06E10-6S 

. . CONNECTOR, CONVAIR 92-40325-008 -V06840- 

1 


l 

-066 

22-64941 

. HARNESS ASSEMBLY, PYLON 3 BLELD AIR 

1 


1 



VALVE FIREWALL DISCONNECT TO R£AR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -971468- 

1 


2 


CA06KE14S25 

. . CONNECTOR, CONVAIR 92-40327-004 -V71468- 

1 


1 

-867 

22-64930-1 

. HARNESS ASSEMBLY, PYLON 3 BLELD AIR 

1 


1 



VALVE TO FIREWALL DISCONNECT 





AN3057-4A 

. . ADAPTER 

1 


1 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


2 


CA310BKE10SL45 

. . PLUG, CONVAIR 92-40341-007 -V71468- 

1 


1 


320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90305-003 -V00779- 

1 


1 


CA00KE14S2P 

. . CONNECTOR, CONVAIR 92-50291-001 -V7146B- 

1 


1 


EX06-12S3S 

. . CONNECTOR, CONVAIR 92-40332-003 -V7I46B- 

1 


1 

-068 

22-64949 

. HARNESS ASSEMBLY, PYLON 3 FUEL SHUTOFF 

1 


1 



VALVE TO REAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


1 


CA06KE14S5S 

. . CONNECTOR, CONVAIR 92-40327-001 -V71468- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 



A AIRPLANES 1, 7 AND ON 





Feb. 10/62 
C-2 


94-12 
Page 16 
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CONVAIR ©©] 


ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
ELECTRONIC AMD 
ELECTRICAL CCMPT 


o 


589 . 1 , 581 , 580 , 
578 , 577 , 576 , 
573 , 480,358 



li.04.t4.Oj 009 

Apr. 28/6l 
A 


S&-5 
Page 32 


AC INTERNAL POWER JUNCTION BOX ELECTRICAL HARNESSES 

FIGURE 7 



































































ELECTRICAL HARNESSES 
ELECTRONIC AND 
ELECTRICAL COMPT 


CONVAIR 8S 


ILLUSTRATED PARTS CATALOG 





FIGURE 


AND 

INDEX NO. 

PART NUMBER 

7 


-586 

22-61838 

-587 

22-61839 

-588 

22-61840 

-5B9 

22-61841 

-5B9.1 

320574 

320564 

22-615B3 


CT06E18-12P 

CTO06E16S1P 

36153 

320559 

320562 


NOMENCLATURE 


1 2 3 4 5 6 _ 

AC INTERNAL POWER JUNCTION BOX ELECTRICAL 
HARNESSES SEE 22-61004 

. HARNESS ASSEMBLY, GENERATOR 4 LINE AND BUS 
TIE CONTACTORS TO LIMITERS 
. HARNESS ASSEMBLY, GENERATOR 1 LINE AND BUS 
TIE CONTACTORS TO LIMITERS 
. HARNESS ASSEMBLY, GENERATOR 3 LINE AND BUS 
TIE CONTACTORS TO LIMITERS 

• HARNESS ASSEMBLY, GENERATOR 2 LINE AND BUS 

TIE CONTACTORS TO LIMITERS 

• . TERMINAL, CONVAIR 98-90B05-010 -V00779- 

• . TERMINAL, CONVAIR 98-90B05-014 -V00779- 
. HARNESS ASSEMBLY, PERMANENT SPLICE TO 

CURRENT TRANSFORMER UNIT 3 
. . CONNECTOR, CONVAIR 92-40334-011 -V71468- 
. • CONNECTOR, CONVAIR 92-40334-001 -V7146B- 

• . TERMINAL, CONVAIR 98-9030S-003 -V00779- 

. . CONDUCTOR, CONVAIR 92-34001-003 -V00779- 
. . CONDUCTOR, CONVAIR 92-34001-001 -V00779- 


USAGE 

CODE 


FROM 


TO 


UNITS 

PER 

ASSEMBLY 


1 


I 


1 

1 

9 

3 

l 

1 

l 

3 

4 
4 


Feb* 10/62 
A-2 


94-5 

Page 33 
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ELECTRICAL HARNESSES 
FUSELAGE FWD 
COMPT UNDERFLOOR 


C O N V A I R ©Q] 


ILLUSTRATED PARTS CATALOG 



*1 <M.P4.M.001 A 


FWD CARGO COMPARTMENT UNDERFLOOR 
Feb. 10/62 ELECTRICAL HARNESSES 

A-2 FIGURE 1 (SHEET 6 OF 7) 


94-6 
Page 7 
















PMBliii 


CONVAIR 
ILLUSTRATED PARTS CATALOG 



ELECTRICAL HARNESSES 
FUSELAGE FWD 
COMPT UNDERFLOOR 



1J 0J V4.M.001-FA 



( 


Feb. 10/62 


C-2 


9b-6 
Page 8 


FWD CARGO COMPARTMENT UNDERFLOOR 
ELECTRICAL HARNESSES 
FIGURE 1 (SHEET 7 OF 7) 





























ELECTRICAL HARNESSES 
FUSELAGE FWD COMPT 
UNDERFLOOR 


C O N V A I R 
ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 


PART NUMBER 


-590 

22-62612 

-591 

36153 

36151 

A4149 

Aim 

A1 703 
AN3046—3 
22-62501 

-592 

22-62541 

-593 

320559 

22-62626 

-594 

22-62624 

-595 

320559 

22-61099 


NOMENCLATURE 


1 2 3 4 5 6 


FORWARD CARGO COMPARTMENT UNDERFLOOR 
ELECTRICAL HARNESSES SEE 22-62000 
HARNESS ASSEMBLY* FWO CARGO COMPARTMENT 
LIGHTS TO PERMANENT SPLICE 

• TERMINAL, CONVAIR 90-90805-003 -V00779- 

• TERMINAL, CONVAIR 98-90005-001 -V00779- 
. INSULATOR, CONVAIR 95-07002-001 -V72914- 
. NUT, CONVAIR 96-35004-001 -V72914- 
. SPRING, CONVAIR 98-36008-009 -V72914- 
. TERMINAL 

HARNESS ASSEMBLY, FEED THRU E TO PERMANENT 
SPLICE 

HARNESS ASSEMBLY, INSTRUMENT PANEL 

PERMANENT SPLICE TO FEED THRU PANEL W LH 
. CONDUCTOR, CONVAIR 98-34001-003 -V00779- 
HARNESS ASSEMBLY, STA 375 PERMANENT SPLICE 
TO REAR SPAR FEED THRU PERMANENT SPLICE 
ENGINE 4 

HARNESS ASSEMBLY, STA 375 PERMANENT SPLICE 
TO REAR SPAR FEED THRU PERMANENT SPLICE 
ENGINE 3 

. SPLICE, CONVAIR 90-34001-003 -V007/9- 
HARNESS ASSEMBLY, PERMANENT SPLICE TO 
WING OVERHEAT DETECTOR LOOP 
PERMANENT SPLICE RH 


USAGE 

POPE 


FROM TO 


UNITS 

PER 

ASSEMBLY 


4 

10 

1 

1 

1 

1 

1 


Feb. 10/62 
A-2 


94 -6 

Page 9 





















CONVAIR 88] 


ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
FUSELAGE FWD COMPT 
UNDERFLOOR 


FIGURE 

AND 


PART NUMBER 


NOMENCLATURE 


USAGE 

POPE 


UNITS 

PER 


INDEX NO. 


1 -596 

22-62537-805 


22-62537-5 

-597 

22-62551 

-598 

22-62550 

-599 

320559 

320562 

CTOOEI4S6P 
22-62635 

-600 

22-62635-1 

-601 

22-62635-3 

-602 

22-62635-5 

-603 

22-62513-003 


22-62513 


1 2 3 4 5 6 _ 

. HARNESS ASSEMBLY, FEED THRU V TO FLIGHT 
ENGINEER PERMANENT SPLICE 
. HARNESS ASSEMBLY* FEED THRU V TO FLIGHT 
ENGINEER PERMANENT SPLICE 
. HARNESS ASSEMBLY* COPILOT FLUX GATE REAR 
SPAR DISCONNECT TO PERMANENT SPLICE 
. HARNESS ASSEMBLY* PILOT FLUX GATE REAR SPAR 
DISCONNECT TO PERMANENT SPLICE 
. • CONDUCTOR* CONVAIR 98-34001-003 -V00779- 
. . CONDUCTOR* CONVAIR 96-34001-001 -V00779- 

* • CONNECTOR, CONVAIR 92-50293-005 -V71468- 

• HARNESS ASSEHBLYV MOVABLE CLOSET PERMANENT 

SPLICE STA 400 TO PERMANENT SPLICE 
STA 660 

* HARNESS ASSEMBLY* MOVABLE CLOSET PERMANENT 

SPLICE STA 660 TO PERMANENT SPLICE 
STA 737 

. HARNESS ASSEMBLY* MOVABLE CLOSET PERMANENT 
SPLICE STA 737 TO PERMANENT SPLICE 
STA 813 

. HARNESS ASSEMBLY^ MOVABLE CLOSET PERMANENT 
SPLICE STA 813 TO PERMANENT SPLICE 
STA 889 

• HARNESS ASSEMBLY, REAR SPAR PERMANENT 

SPLICE TO STA 375 PERMANENT SPLICE 
. HARNESS ASSEMBLY* REAR SPAR PERMANENT 
SPLICE TO STA 375 PERMANENT SPLICE 


FROM 

— 


TO 


ASSEMBLY 


2 

1 


7 


1 

1 

1 

1 

1 


5 


1 


1 


1 


A 

2 7 


A AIRPLANES 1* 8 AND ON 


Feb* 10/62 
C-2 


9^-6 

Page 10 















ELECTRICAL HARNESSES 
FUSELAGE FWD COMPT 
UNDERFLOOR 


CON VAI R 

ILLUSTRATED PARTS CATALOG 



c 


c 


c 


FIGURE 

AND 

INDEX NO. 


-604 

22-62502 

-605 

DM9700-7S 
DM9700-19S 
22-62569-1 

-606 

22-61B35 

-606 

CT06E14S9S 
22-62627-1 

-609 

320570 

22-61608 


PART NUMBER 


NOMENCLATURE 


12 3 4 5 6 _ 

HARNESS ASSEMBLY, FLIGHT RECORDER TO REAR 


SPAR PERMANENT SPLICE 
. PLUG. CONVAIR 92-40317*001 -V17419- 
• PLUG, CONVAIR 92-40317-005 -V17419- 
HARNESS ASSEMBLY, STA 375 PERMANENT SPLICE 
TO PERMANENT SPLICE 

HARNESS ASSEMBLY, CABIN PICKUP TO PERMANENT 
SPLICE 

. CONNECTOR, CONVAIR 92-40334-004 -V71460- 
HARNESS ASSEMBLY, REAR SPAR SPLICE TO AC 
DISTRIBUTION BOX PERMANENT SPLICE 
. CONDUCTOR, CONVAIR 98-34001-002 -V00779- 
HARNESS ASSEMBLY, FLIGHT DECK THERMAL 
SWITCH TO PERMANENT SPLICE 


USAGE 

CODE 


FROM 


UNITS 

PER 

ASSEMBLY 


Feb. 10/62 
C-2 


94-6 

Page 11 






















* ?l r 
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c 


c 


c 





ELECTRICAL HARNESSES 
FUSELAGE WING 
SECTION UNDERFLOOR 


C O N V A I R 
ILLUSTRATED PARTS CATALOG 



SECTION V 

Chapter 9^ 
ET.ECTRTCAL HARNESSES 



FUSELAGE WING SECTION UNDERFLOOR ELECTRICAL HARNESSES 



Apr. 28/61 
A 


9^-7 

Page 1 




CONVAIR 
ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
FUSELAGE WING 
SECTION UNDERFLOOR 




1104 M .07.001-1 


94-7 

Page 2 


UNDERFLOOR FRONT SPAR OVERWING 
ELECTRICAL HARNESSES 
FIGURE 1 (SHEET 1 OF 2) 


Apr. 28/61 
A 



























ELECTRICAL HARNESSES 
FUSELAGE WING 
SECTION UNDERFLOOR 


CONVAIR 


ILLUSTRATED PARTS CATALOG 



© 





247.1 

405 185 
507 185 

546.3 190 



M. 04. 94 . 07 , 00? 1 


Apr. 28/61 
A 


UNDERFLOOR FRONT SPAR OVERWING 
ELECTRICAL HARNESSES 
FIGURE 1 (SHEET 2 OF 2) 


9k-J 


Page 3 





















CONVAIR B SgV ELECTRICAL HARNESSES 

FUSELAGE WIRG 

ILLUSTRATED PARTS CATALOG SECTION UNDERFLOOR 


FIGURE 

AND 

INDEX NO. 

T 


-610 


-611 


-61 K 


PART NUMBER 


NOMENCLATURE 


22-62563-1 

PT06EB-4S 

320574 

22-62564-1 

PC06E16-26S 
CT00E24-285 
36153 

02404B—0000 

024049-0000 

225-0017-000 

320559 

PC06E16-26S 

22-62504 

320559 


1 2 3 4 5 6 _ 

UNDERFLOOR FR0N7 SPAR OVERWING 

ELECTRICAL HARNESSES SEE 22-62001 

* HARNESS ASSEMBLY* BYPASS PRESSURE MODULATOR 

TO PERMANENT SPLICE 

. • CONNECTOR* CONVAIR 92-40325-006 -V06B40- 

• . TERMINAL* CONVAIR 98-90805-010 -V00779- 
. HARNESS AS5ENBLY* AILERON SERVO TO 

PERMANENT SPLICE 

. . CONNECTOR* CONVAIR 92-40320-001 -V06840- 
- • RECEPTACLE, CONVAIR 92-50293-015 -V7146B- 

• . TERMINAL* CONVAIR 98-90805-003 -V71468- 
. . CONTACT, CONVAIR 92-63901-012 -V71468- 

. • CONTACT, CONVAIR 92-63901-011 -V71468- 
. . PLUG, CONVAIR 96-91200-007 -V71468- 
. • CONDUCTOR, CONVAIR 90-34001-003 -V00779- 

* . CONNECTOR, CONVAIR 92-40320-001 -V06840- 
. HARNESS ASSEMBLY* REAR SPAR PERMANENT 

SPLICE TO PERMANENT SPLICE 
. . CONDUCTOR, CONVAIR 90-34001-003 -V00779- 


U5AGE 

CODE 


FROM 


TO 


UNITS 

PER 

ASSEMBLY 


1 1 


1 

1 

1 


1 

1 

3 

2 

1 

1 

1 

1 

1 


1 15 


Feb. 10/62 
C-2 


94-7 

Page 4 
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C O N V A I R 
ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
FJ3ELAGE WING 
SECTION UNDERFLOOR 



© 


E1S.1 


640.1 

599 

495 

593 

603 

597 

466 

469 

541 

593 

465 

469 

512 

557 


467 

477 

476 

46S- 

237_. 




590,545,457, 406,40L 556,517,190 



405.475,59$, 605,611' 


11.04.94.07.003'I 


OVERWING ELECTRICAL HARNESSES 
FIGURE 2 (SHEET 1 OF 2) 


Apr. 28/6l 
A 


9M 

Page 6 














ELECTRICAL HARNESSES 
FUSELAGE WING 
SECTION UNDERFLOOR 


CONVAIR 8H 



Apr. 28/61 OVERWING ELECTRICAL HARNESSES 9 I 4 .-T 

A FIGURE 2 (SHEET 2 OF 2) Page J 




























C O N V A J R © ELECTRICAL HARNESSES 

FUSELAGE WING 

ILLUSTRATED PARTS CATALOG SECTION UNDERFLOOR 


FIGURE 

AND 


PART NUMBER 


NOMENCLATURE 


USAGE 

CODE 


UNITS 

PER 


INDEX NO. 


2 

-612 

22-63612 

-612*1 

22-63613 

-613 

PTOQE0-45 

10-101960-93 

22-63614 

-614 

PTOOEB-45 

10-101960-03 

22-62544 


320559 

320562 


1 2 3 4 5 6 __ 

OVERWING ELECTRICAL HARNESSES SEE 22-62001 

* HARNESS ASSEMBLY, CLOSET RECEPTACLE 

STA 661 TO PERMANENT SPLICE 
. HARNESS ASSEMBLY, CLOSET RECEPTACLE TO 
PERMANENT SPLICE 

. * RECEPTACLE, CONVAIR 92-50266-010 -V77820- 

* * COVER, CONVAIR 92-74211-004 -V77820- 

* HARNESS ASSEMBLY, CLOSET RECEPTACLE 

STA 613 TO PERMANENT SPLICE 
. . RECEPTACLE, CONVAIR 92-50288-010 -V77820- 
. . COVER, CONVAIR 92-74211-004 -V77820- 
. HARNESS ASSEMBLY* REAR SPAR FEED THRU 
PANELS TO PERMANENT SPLICE RH 
- . CONDUCTOR, CONVAIR 98-34001-003 -VQ0779- 

* • CONDUCTOR, CONVAIR 9B-34001-001 -V00779- 


FROM 


TO 


ASSEMBLY 


1 


1 

1 

1 

1 


1 

1 

1 

6 

2 


Feb. 10/62 
A-2 


94-7 

Page 8 
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C O N V A I R 88! jgv ELECTRICAL HARNESSES 

FUSELAGE WING 

ILLUSTRATED PARTS CATALOG SECTION UNDERFLOOR 




33 04,94.07.004'IA 


Apr. 28/61 
C 


9^-7 
Page 10 


PLENUM AREA UNDERFLOOR STA 640 TO 926 
RH ELECTRICAL HARNESSES 
FIGURE 3 (SHEET 1 OF 3 ) 
































































ELECTRICAL HARNESSES 
FUSELAGE WING 
SECTION UNDERFLOOR 


CON V AIR 88' 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 


USAGE 

CODE 

UNITS 

PHR 

ASSEMBLY 

NOMENCLATURE 

12 3 4 3 6 

FROM 

TO 

3 


PLENUM AREA UNDERFLOOR STA 640 TO 926 RH 






ELECTRICAL HARNESSES SEE 22-62001 




-615 

22-62535-803 

. HARNESS ASSEMBLY, FEED THRU V TO PLENUM 

A 


1 



CHAMBER LH 





22-62S35-1 

. HARNESS ASSEMBLY, FEED THRU V TO PLENUM 

2 

6 

1 



CHAMBER LH 





22-62535-5 

. HARNESS ASSEMBLY, FEED THRU V TO PLENUM 

7 

7 

1 



CHAMBER LH 





CTO6E10-11S 

. . CONNECTOR, CONVAIR 92-40334-005 -V7146B- 

1 


3 


EX06—105L3S 

. . CONNECTOR, CONVAIR 92-40332-001 -V71468- 

1 


1 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


7 


EX06-10SL4S 

. . CONNECTOR, CONVAIR 92-40332-002 -V71468- 

1 


3 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V/0779- 

A 


AR 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

2 


7 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

7 

7 

AR 


024049-0000 

. . CONTACT, CONVAIR 92-63901-011 -V71468- 

1 


2 

-615.1 

22-62608 

. HARNESS ASSEMBLY, PLENUM CHAMBER FEED THRU 

5 

6 

1 



TO ACCELERATION TRANSMITTER 





EX06-14S2S 

. . CONNECTOR, CONVAIR 92-40332-004 -V7146B- 

5 

6 

1 


CT06E14S9S 

. . CONNECTOR, CONVAIR 92-40334-004 -V71468- 

5 

6 

1 


PT06E14-5P 

. . CONNECTOR, CONVAIR 92-40325-040 -V7146B- 

5 

6 

1 

-615.2 

22-62572-1 

. HARNESS ASSEMBLY, FLIGHT DECK AIR CONDITION 

1 


1 



PROGRAMMER TO PERMANENT SPLICE 





EX06-22-14S 

. . CONNECTOR, CONVAIR 92-40332-016 -V7I46B- 

1 


1 


275-0017-000 

. . CONNECTOR, CONVAIR 96-91200-007 -V71468- 

1 


5 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


12 


024049-0000 

. . CONTACT, CONVAIR 92-63901-011 -V7146B- 

1 


7 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

I 


1 

-616 

22-62582-1 

. HARNESS ASSEMBLY, TURBO COMPRESSOR PACKAGE 

1 


1 



TO TEMPERATURE CONTROL SPLICE 





EX06—105L3S 

. . CONNECTOR, CONVAIR 92-40332-001 -V7146B- 

1 


1 


EX06-22-14S 

. . CONNECTOR, CONVAIR 92-40332-016 -V71468- 

1 


1 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V7146B- 

1 


22 

-616.1 

22-62576 

. HARNESS ASSEMBLY, FEEO THRU PANEL AC 

1 


1 



TO ACCELEROMETERS 





CT00E1651S 

. . CONNECTOR, CONVAIR 92-50293-008 -V7146B- 

1 


2 


CT0QE16S1SW 

. . CONNECTOR, CONVAIR 92-50293-017 -V7146B- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


3 


320559 

. . CONDUCTOR, CONVAIR 9B-34001-003 -V00779- 

1 


1 

-617 

22-62583-1 

. HARNESS ASSEMBLY, FLIGHT DECK CONDENSER 

1 

7 

1 



TEMPERATURE PLUGS TO PERMANENT SPLICE 





22-62563-3 

. HARNESS ASSEMBLY, FLIGHT DECK CONDENSER 

8 


1 



TEMPERATURE PLUGS TO PERMANENT SPLICE 





CT06E18-19S 

. . CONNECTOR, CONVAIR 92-40334-006 -V7I46B- 

1 


1 


CT06E1B-8S-C22 

. . CONNECTOR, CONVAIR 92-40334-018 -V71468- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


7 



A AIRPLANES I, 8 AND ON 
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CONVAIR QQ 5W ELECTRICAL HARNESSES 

FUSELAGE WING 

ILLUSTRATED PARTS CATALOG SECTION UNDERFLOOR 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

USAGE 

CODE 

UNITS 

FROM 

TO 

PER 

ASSEMBLY 

3 -618 

22-62587-1 

. HARNESS ASSEMBLY. FLIGHT bfedK - 

~r 


—r~ 



FAN TO RELAY 





MS3108E10SL3S 

. . CONNECTOR* CONVAIR 92-40316-006 

i 


i 


AN3057-4B 

. • ADAPTER* CONVAIR 90-04200-014 

i 


2 



AND TRANSMITTER TO FEED THRU V 




-619 

22-62629-1 

. HARNESS ASSEMBLY. FLIGHT DECK FLOW SENSOR 

i 


1 



AND TRANSMITTER TO FEEO THRU V 





36153 

. . TERMINAL* CONVAIR 96-90805-003 -V00779- 

i 


1 


NC 11 E 10 - 6 SN 

. . CONNECTOR. CONVAIR 92-40179-002 -V7146B- 

i 


1 

-620 

22-62634-001 

. HARNESS ASSEMBLY. CABIN AIR RECIRCULATING 

A 


1 



VALVE TO PERMANENT SPLICE 





22-62634-5 

. HARNESS ASSEMBLY. CABIN AIR RECIRCULATING 

2 

7 

1 



VALVE TO PERMANENT SPLICE 





CT06E18-19S 

. . CONNECTOR. CONVAIR 92-40332-006 -V00779- 

A 


1 


CA3106E18-B5 

. * CONNECTOR* CONVAIR 92-40334-018 -V71468- 

2 

7 

1 


CA3106E16-05 

. . CONNECTOR. CONVAIR 92-40334-018 -V71468- 

A 


AR 


36153 

. . TERMINAL. CONVAIR 98-90805-003 -V00779- 

1 


AR 

-621 

22-62512-1 

• HARNESS ASSEMBLY* FLIGHT DECK MODULATION 

1 


1 



VALVE TO PERMANENT SPLICE 





CT06E18-19S 

. . CONNECTOR* CONVAIR 92-40334-006 -V71486- 

1 


1 


36153 

. . TERMINAL. CONVAIR 98-90805-003 -V00779- 

1 


2 

—621*1 

22-62536-1 

. HARNESS ASSEMBLY. FEEO THRU U TO PLENUM 

1 


1 



CHAMBER RH 





36153 

. . TERMINAL. CONVAIR 9B-9080S-003 -V00779- 

1 


3 


024046-0000 

. . CONTACT* CONVAIR 92-63901-012 -V71468- 

1 


4 


CT06E10-11S 

. . CONNECTOR. CONVAIR 92-40334-005 -V71466- 

1 


1 


EX06—10SL4S 

. . CONNECTOR* CONVAIR 92-40332-002 -V71466- 

1 


2 

-622 

22-62545-3 

. HARNESS ASSEMBLY* CABIN AIR VALVES TO 

A 


1 



PERMANENT SPLICE 





22-62545 

. HARNESS ASSEMBLY* CABIN AIR VALVES TO 

2 

7 

1 



PERMANENT SPLICE 





CTO6E10-19S 

. . CONNECTOR* CONVAIR 92-40334-006 -V7146B- 

1 


1 

-623 

22-62584-1 

. HARNESS ASSEMBLY* FLIGHT DECK FREON 

1 


1 



COMPRESSOR TO RELAY 





024046-0000 

• . CONTACT* CONVAIR 92-63901-012 -V71468- 

1 


7 


024049-0000 

. . CONTACT, CONVAIR 92-63901-011 -V71468- 

1 


12 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


11 


323975 

• . CONDUCTOR, CONVAIR 9B-34009-003 -V00779- 

1 


2 


36153 

. . TERMINAL* CONVAIR 98-90805-003 -V00779- 

1 


2 


EX06-22-14S 

. . PLUG* CONVAIR 92-40332-016 -V71468- 

1 


1 

-623.1 

22-64536 

. HARNESS ASSEMBLY* FEEO THRU PANEL P TO 

1 


1 



ENGINE 3 REAR SPAR PERMANENT SPLICE 






A AIRPLANES 1* 8 AND ON 
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PLENUM AREA UNDERFLOOR STA 640 TO 926 
RH ELECTRICAL HARNESSES 
FIGURE 3 (SHEET 3 OF 3 ) 





























ELECTRICAL HARNESSES 
FUSELAGE WING 
SECTION UNDERFLOOR 


CON V AIR 88] 


ILLUSTRATED PARTS CATALOG 



r 

L 



FIGURE 

AND 

INDEX NO. 

PART NUMBER 

umickin atiidc 

USA 

CO 

GE 

3E 

UNITS 

PER 

A5SEMBLY 

NOMcNCLATUKt 

1 2 3 4 S 6 

FROM 

TO 

3 -624 

22-64633-1 

. HARNESS ASSEMBLY. FLI'jHT DECK ELECTRONIC 

1 


1 



TEMPERATURE CONTROLLER TO PERMANENT 






SPLICE 





10-35918-14 

- „ ADAPTER* C0NVAIR 90-04401-005 -V77820- 

1 


1 


DPD45-33S1B 

. . CONNECTOR. CONVAIR 92-5U285-016 -V71468- 

1 


1 


1992V 

. • SHELL* CONVAIR 98-02504-005 -V71468- 

1 


1 


36153 

. . TERMINAL* CONVAIR 96-90805-003 -V00779- 

1 


2 


320559 

. . CONDUCTOR. CONVAIR 98-34001-003 -V00779- 

1 


9 


320562 

. . CONDUCTOR. CONVAIR 98-34001-001 -V00779- 

1 


3 

-6?5 

22-62573-5 

. HARNESS ASSEMBLY, CABIN AIR CONDITION 

A 


1 



PROGRAMMER TO PERMANENT SPLICE 





22-62573-1 

. HARNESS ASSEMBLY, CABIN AIR CONDITIONING 

2 

6 

1 



PROGRAMMER TO PERMANENT SPLICE 





36153 

. „ TERMINAL* CONVAIR 96-90305-003 -V00779- 

A 


AR 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

2 

6 

1 


024049-0000 

• • CONTACT* CONVAIR 92-63901-011 -V71468- 

A 


4 


021621-0001 

. * CONTACT, CONVAIR 92-63901-008 -V71468- 

2 

6 

5 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V71468- 

A 


14 


024040-0000 

- . CONTACT* CONVAIR 92-63901-012 -V71468- 

2 

6 

1 


EX06-22-14S 

. . CONNECTOR, CONVAIR 92-40332-016 -V71468- 

1 


1 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7I468- 

1 


1 


323975 

- - CONNECTOR* CONVAIR 98-34009-003 -V00779- 

A 


AR 


323975 

. . CONNECTOR, CONVAIR 98-34009-003 -V00779- 

2 

6 

1 

-626 

22-62588-1 

. HARNESS ASSEMBLY, CABIN FREON COMPRESSOR 

1 


1 



TO RELAY 





EX06-22-I4S 

. . CONNECTOR, CONVAIR 92-40332-016 -V71468- 

1 


1 


02404B-0000 

- - CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


7 


024049-0000 

. * CONTACT* CONVAIR 92-63901-011 -V7146B- 

1 


12 


225-0017-000 

. • PLUG, CONVAIR 96-91200-007 -V71468- 

1 


11 


32057? 

- * TERMINAL, CONVAIR 98-90805-003 -V0G779- 

1 


2 

-627 

22-62592-5 

• HARNESS ASSEMBLY* CABIN TURBO COMPRESSOR TO 

A 


1 



CABIN TEMPERATURE CONTROL PERMANENT 






SPLICE 





22-62592-1 

. HARNESS ASSEMBLY, CABIN TURBO COMPRESSOR 

2 

6 

1 



TO CABIN TEMPERATURE CONTROL PERMANENT 






SPLICE 





36153 

- . TERMINAL* CONVAIR 90-90805-003 -V00779- 

1 


4 


024046-0000 

. . CONTACT* CONVAIR 92-63901-012 -V71468- 

1 


19 


024049-0000 

• . CONTACT, CONVAIR 92-63901-011 -V71468- 

1 


3 


EX06-105L3S 

. * CONNECTOR, CONVAIR 92-40332-001 -V71468- 

1 


1 


EX06-22-14S 

• . CONNECTOR* CONVAIR 92-40332-016 -V71468- 

1 


1 


36153 

. * TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


4 

-627 * 1 

22-62594 

. HARNESS ASSEMBLY, LANDING GEAR SAFETY RELAY 

1 


1 



5 TO PERMANENT SPLICE 






A AIRPLANES 1, 7 AND ON 
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CON VAIR 0 0gW ELECTRICAL HARNESSES 

FUSELAGE WING 

ILLUSTRATED PARTS CATALOG SECTION UNDERFLOOR 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNIT5 

PER 

ASSEMBLY 

FROM 

TO 

3 -628 

22-62626-1 

. HARNESS ASSEMBLY* CABIN FLOW SENSOR AND 

1 


1 



TRANSMITTER TO FEED THRU V 





024048-0000 

- . CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


4 


EX06-10SL4S 

. . CONNECTOR! CONVAIR 92-40332-002 -V7146B- 

1 


2 


MCI 1E10-6SN 

. . CONNECTOR* CONVAIR 92-40179-002 -V71468- 

1 


1 


cto6eib-iis 

. . CONNECTOR* CONVAIR 92-40334-005 -V71468- 

1 


1 


36153 

. . TERMINAL! CONVAIR 9B-90B05-003 -V00779- 

1 


4 

-629 

22-64634-1 

. HARNESS ASSEMBLY* CABIN ELECTRONIC 

1 

6 

1 



TEMPERATURE CONTROLLER TO PERMANENT 






SPLICE 





22-64634-5 

• HARNESS ASSEMBLY* CABIN ELECTRONIC 

7 

7 

1 



TEMPERATURE CONTROLLER TO PERMANENT 






SPLICE 





22-64634-BOl 

• HARNESS ASSEMBLY, CABIN ELECTRONIC 

0 


1 



TEMPERATURE CONTROLLER TO PERMANENT 






SPLICE 





m2? 

. . SHELL* CONVAIR 98-02504-005 -V71468- 

1 


1 


DPD34CL1 

. . ADAPTER! CONVAIR 90-04401-005 -V7146B- 

1 


1 


36153 

. . TERMINAL* CONVAIR 98-90005-003 -V00779- 

1 

6 

1 


36153 

. . TERMINAL! CONVAIR 98-90B05-003 -V00779- 

7 


AR 


36151 

• • TERMINAL* CONVAIR 98-90005-001 -V00779- 

1 

6 

1 


36151 

. . TERMINAL! CONVAIR 98-90805-001 -V00779- 

7 


AR 


0PD45-33SIB 

. . CONNECTOR* CONVAIR 92-50205-016 -V71460- 

1 


1 


320559 

. . CONDUCTOR. CONVAIR 98-34001-003 -V00779- 

1 

6 

13 


320559 

. - CONDUCTOR* CONVAIR 90-34001-003 -V00779- 

7 


AR 


320562 

. . CONDUCTOR* CONVAIR 98-34001-001 -V00779- 

1 

6 

1 


320562 

. • CONDUCTOR, CONVAIR 90-34001-001 -V00779- 

7 


AR 

-630 

22-62556-1 

• HARNESS ASSEMBLY, RECIRCULATING FAN 

1 


1 



TO RELAY 





YAEVBC—L1 

- . TERMINAL, CONVAIR 98-90006-002 -V09922- 

1 


1 


320571 

. . TERMINAL, CONVAIR 98-90805-005 -V00779- 

1 


1 


YAEV3C-L 

. • TERMINAL, CONVAIR 98-90806-001 -V09922- 

1 


1 

-632 

22-62557-1 

. HARNESS ASSEMBLY, RECIRCULATING FAN MOTOR 

1 


1 



TO FEED THRU Y 





36153 

, , TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


6 


YAEVBC-L 

- - TERMINAL, CONVAIR 90-90006-001 -V09922- 

1 


3 

-633 

22-62509-1 

. HARNESS ASSEMBLY, CABIN CONDENSER 

1 


1 



TEMPERATURE PLUGS TO PERMANENT SPLICE 





CT06E18-19S 

. • CONNECTOR* CONVAIR 92-40334-006 -V71460- 

I 


1 


CA3106E18-8S 

. . CONNECTOR, CONVAIR 92-40334-018 -V71468- 

1 


1 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


2 


36153 

- . TERMINAL* CONVAIR 98-90805-003 -V00779- 

*- 

1 


4 
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ELECTRICAL HARNESSES 
FUSELAGE WING 
SECTION UNDERFLOOR 


C O N V A I R 
ILLUSTRATED PARTS CATALOG 



FIGURE 

AND 


PART NUMBER 


NOMENCLATURE 


USAGE 

CODE 


UNITS 

PER 


INDEX NO. 


3 


-634 


22-62633 


-636 


320562 

320559 

22-62632 


-637 


320559 

36153 

22-62593 


-637.1 


36153 

36161 

10-101033-1 
024049-0000 
024048-0000 
EX06-14S2S 
22-62609 


36153 


12 3 4 5 6 

. HARNESS ASSEMBLY* LH AFT ACCESS DOOR SWITCH 

TO RH AFT ACCESS DOOR SWITCH 
. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 
. . CONDUCTOR, CONVAIR 98-34001-003 -V0Q779- 
. HARNESS ASSEMBLY; FWD AIR CONDITIONING 

COMPARTMENT LIGHT TO PERMANENT SPLICE RH 
. . CONDUCTOR, CONVAIR 96-34001-003 -V00779- 
. . TERMINAL, CONVAIR 98-90805-003 -V00779- 
. HARNESS ASSEMBLY; CABIN CONDENSER FAN 
TO RELAY 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 
. . TERMINAL, CONVAIR 98-90805-016 -V00779- 
. . PLUG, CONVAIR 96-91200-001 -V77820- 
. . CONTACT, CONVAIR 92-63901-011 -V71468- 
. . CONTACT, CONVAIR 92-63901-012 -V71468- 
. . CONNECTOR, CONVAIR 92-40332-004 -V71460- 
. HARNESS ASSEMBLY, AFT AIR CONDITIONING 

COMPARTMENT LIGHT TO PERMANENT SPLICE RH 
. . TERMINAL, CONVAIR 98-90805-003 -V00779- 


FROM 

T“ 


TO 


ASSEMBLY 

~ 


1 

l 

1 

1 

1 

1 


2 

4 

1 

2 

2 

1 

1 


1 


1 
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PLENUM AREA UNDERFLOOR STA 64-0 TO 926 
LH ELECTRICAL HARNESSES 
FIGURE 4- (SHEET 3 OF 3) 
















ELECTRICAL HARNESSES 
FUSELAGE WING 
SECTION UNDERFLOOR 


CONVAIR 8H 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

UAUBkin ATI ttlC 

USA 

GO 

GE 

DE 

UNITS 

PER 

ASSEMBLY 

NuMEN vLATU KC 

1 2 3 4 5 6 

FROM 

TO 

4 

-640.1 

22-62610 

36153 

PLENUM Area UNDERFLOOR STA 640 TO 926 lH 

ELECTRICAL HARNESSES SEE 22-62001 

RH WING REFUEL AND DEFUEL VALVES 
. HARNESS ASSEMBLY. AFT AIR CONDITIONING 

COMPARTMENT LIGHT TO PERMANENT SPLICE LH 
. . TERMINAL. CONVAIR 98-90805-003 -V00779- 

1 

1 


1 

1 
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ELECTRICAL HARNESSES C O N V A 1 R © 8IS> 

FUSELAGE WING _ 

SECTION UNDERFLOOR ILLUSTRATED PARTS CATALOG 





FIGURE 

AND 

INDEX NO* 


—646 

-647 

-648 


PART NUMBER 


22-63615 

22-63616 

PT00E8-4S 
10—101960—B3 
22-62542 


NOMENCLATURE 


2 3 4 5 6 


UNDERFLOUR OVER MWW (ELECTRICAL HARNESSES 

SEE 22-62001 

HARNESS ASSEMBLY* CLOSET RECEPTACLE 
STA 889 TO PERMANENT SPLICE 
HARNESS ASSEMBLY* CLOSET RECEPTACLE 
STA 965 TO PERMANENT SPLICE 

• CONNECTOR, CONVAIR 92-50288-010 -V77820- 

• COVER* CONVAIR 92-74211-004 -V06840- 
HARNESS ASSEMBLY* INSTRUMENT PANEL 

PERMANENT SPLICE TO FEED THRU PANEL X RH 


USAGE 

POPE 


FROM TO 


UNITS 

PER 

ASSEMBLY 
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UNDERFLOOR OVER MWW ELECTRICAL HARNESSES 
FIGURE 6 
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ELECTRICAL HARNESSES 
FUSELAGE AFT COMFT 
UNDERFLOOR 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 


UNDERFLOOR HYDRAULIC COMPARTMENT RH 






ELECTRICAL HARNESSES SEE 22-62002 




-649 

22-62509 

. HARNESS ASSEMBLY. FEED THRU PANEL FRONT 

1 


1 



SPAR TO AFT PRESSURE BULKHEAD 





CTOOE22-2S 

. . CONNECTOR. CONVAIR 92-50293-002 -V7146B- 

1 


1 

-650 

22-62561 

. HARNESS ASSEMBLY. PERMANENT SPLICE TO AFT 

1 


1 



BULKHEAD PRESSURE PANEL T 




-652 

22-62547 

. HARNESS ASSEMBLY. REAR SPAR SPLICE AREA TO 

1 


1 



HYDRAULIC COMPARTMENT 





PT06EB-4S 

. . CONNECTOR. CONVAIR 92-40325-006 -V06840- 

1 


7 


36153 

. . TERMINAL. CONVAIR 98-90805-003 -V00779- 

1 


5 

-653 

22-62552 

. HARNESS ASSEMBLY. REAR SPAR PERMANENT 

1 


1 



SPLICE TO HYDRAULIC PUMP MOTOR 





PT06E8-4S 

. . CONNECTOR. CONVAIR 92-40325-006 -V06840- 

1 


2 


CT06E24-22S 

. . CONNECTOR, CONVAIR 92-40334-009 -V71468- 

1 


1 


36153 

. . TERMINAL. CONVAIR 9B-90805-003 -V00779- 

1 


2 


36161 

. . TERMINAL, CONVAIR 98-90805-016 -V00779- 

1 


1 


EX06—10SL4S 

. . CONNECTOR. CONVAIR 92-40332-002 -V7146B- 

1 


1 

-654 

22-62567-1 

. HARNESS ASSEMBLY. WING FLAP POSITION 

1 


1 



SWITCHES TO REAR SPAR PERMANENT SPLICE 




-655 

22-62591 

- HARNESS ASSEMBLY. FEED THRU PANEL T TO REAR 

1 


1 



SPAR PERMANENT 5PLICE 




-656 

22-62611 

. HARNESS ASSEMBLY* HYDRAULIC COMPARTMENT 

1 


1 



LIGHT TO DOOR SWITCH 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


PT06E12-10S 

. . PLUG. WING FLAP 

1 


1 



CONVAIR 92-40325-002 -V06840- 




-657 

22-62531 

. HARNESS ASSEMBLY, REAR SPAR PERMANENT 

1 


1 



SPLICE TO HYDRAULIC TEMPERATURE BULB 





EX06-12S3S 

. . CONNECTOR. CONVAIR 92-40332-003 -V7146B- 

1 


2 


PT06EB-4S 

. . CONNECTOR. CONVAIR 92-40325-006 -V77820- 

1 


2 


024040-0000 

. . CONTACT, CONVAIR 92-63901-012 -V7146B- 

1 


4 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


4 

-658 

22-62630 

. HARNESS ASSEMBLY. ELECTRIC TAIL CONE 

1 


1 



FEED THRU PANEL Z TO PERMANENT SPLICE 





94-8 
Page 4 


Feb. 10/62 
C-2 












ELECTRICAL HARNESSES 
TAIL CONE AND 
STABILIZER 


CONVAIR 
ILLUSTRATED PARTS CATALOG 



SECTION V 

Chapter 9 U 
ELECTRICAL HARNESSES 


TAIL CONE AND STABILIZER ELEHTRICAL HARNESSES 

V 



Apr. 28 / 6 l 
A 


94-9 
Page 1 







CONVAIR 88 



ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
TAIL CONE AND 
STABILIZER 




32 04 94.09.003 >f 


t 


Apr. 28/61 
A 



9U.9 
Page 2 


TAIL CONE ELECTRICAL HARNESSES 
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TAIL CONE ELECTRICAL HARNESSES 
FIGURE 1 (SHEET 3 OF 3 ) 





























ELECTRICAL HARNESSES 
TAIN CONE AND 
STABILIZER 


CONVAIR SO¬ 


IL. LUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 

-6S9.1 

22-66515 

TAIL CONE ELECTRICAL HARNESSES SEE 22-66000 

. HARNESS ASSEMBLY. PRESSURIZED FEED THRU 

1 


1 

-660 

fcX06-10SL3S 

CT00E24-28S 

024049-0000 

024048-0000 

225-0017-000 

36153 

320559 

22-66501 

PANEL Z TO RUDDER SERVO 
. . CONNECTOR, CONVAIR 92-40320-001 -V7146B- 
. . CONNECTOR, CONVAIR 92-50293-015 -V71468- 
. . CONTACT, CONVAIR 92-63901-011 -V7146B- 
. . CONTACT, CONVAIR 92-63901-012 -V71468- 
. . PLUG, CONVAIR 92-91200-007 -V71468- 
. . TERMINAL, CONVAIR 98-90805-003 -V00779- 
. . CONDUCTOR, CONVAIR 98-34001-003 -V0G779- 
. HARNESS ASSEMBLY, PRESSURIZED FEED THRU 

1 

1 

1 

1 

1 

1 

1 

1 


1 

1 

2 

1 

1 

3 

1 

1 

-661.1 

320574 

36161 

22-66514 

PANEL T TO FLARE RELEASE 
. . TERMINAL, CONVAIR 98-90805-010 -V00779- 
. . TERMINAL, CONVAIR 98-90805-016 -V00779- 
. HARNESS ASSEMBLY, PRESSURIZED FEED THRU 

1 

l 

1 


2 

4 

1 

-662 

EX06-10S3S 

CTO0E24-28S 

024049-0000 

024048-0000 

225-0017-000 

36153 

320559 

22-66506 

PANEL Z TO ELEVATOR SERVO 
. . CONNECTOR, CONVAIR 92-40320-001 -V71468- 
. . CONNECTOR, CONVAIR 92-50293-015 -V71468- 
. . CONTACT, CONVAIR 92-63901-011 -V71468- 
. . CONTACT, CONVAIR 92-63901-012 -V71468- 
. . PLUG, CONVAIR 92-91200-007 -V7146B- 
. . TERMINAL, CONVAIR 98-90805-003 -V00779- 
. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 
. HARNESS ASSEMBLY, PRESSURIZED FEED THRU 

1 

1 

1 

I 

1 

1 

1 

1 

2 

1 

1 

2 

1 

l 

3 

1 

1 

-662.1 

22-66506 

PANEL T TO STABILIZER POSITION 

TRANSMITTER 

- HARNESS ASSEMBLY* PRESSURIZED FEEO THRU 

3 


1 

-663 

PT06EB-4S 

36153 

22-66507 

PANEL T TO STABILIZER POSITION 

TRANSMITTER 

. . CONNECTOR, CONVAIR 92-4U325-0O6 -V77B20- 
. . TERMINAL, CONVAIR 98-90805-003 -V00779- 
. HARNESS ASSEMBLY, PRESSURIZED FEED THRU 

1 

1 

t 


1 

1 

1 

-664 

MS3106E36-145 

CT06E22-2P 

22-66511 

PANEL T TO TAIL DE-ICE CONTROL BOX 
. . CONNECTOR 

. . CONNECTOR, CONVAIR 92-40334-007 -V71468- 
. HARNESS ASSEMBLY, PRESSURIZED FEED THRU 

1 

1 

1 


1 

1 

1 

-665 

PT06E14-19S 
22-66512 

PANEL T TO SERVO POWER AMPLIFIER 
. . CONNECTOR, CONVAIR 92-40325-011 -V77B2Q- 
. HARNESS ASSEMBLY, PRESSURIZED FEEO THRU 

1 

1 


1 

1 

-666 

22-66502 

PANEL T TO PERMANENT SPLICE 
. HARNESS ASSEMBLY, PRESSURIZED FEED THRU 

1 


1 

-667 

36151 

36153 

22-66503 

PANEL T TO AFT DOOR LIGHT AND SWITCH 
. . TERMINAL, CONVAIR 98-90805-001 -V00779- 
- . TERMINAL, CONVAIR 98-90805-003 -V00779- 
. HARNESS ASSEMBLY, PRESSURIZED FEED THRU 

1 

1 

1 


2 

2 

1 

-668 

36153 

36151 

320559 

22-66508 

PANEL T TO FWD SIDE DOOR LIGHT SWITCH 
. . TERMINAL, CONVAIR 96-90805-003 -V00779- 
. . TERMINAL, CONVAIR 98-90805-001 -V00779- 
. . CONDUCTOR, CONVAIR 96-34001-003 -V00779- 
. HARNESS ASSEMBLY, TAIL DE-ICE CONTROL 

1 

1 

1 

1 


1 

3 

2 

1 

-669 

CT06E32—BP 

AN3420 

22-66509 

BOX TO FWD AND AFT PERMANENT SPLICE 
. • CONNECTOR, CONVAIR 92-40334-014 -V71460- 
. . BUSHING 

. HARNESS AS5EMBLY, FWD PERMANENT SPLICE 

1 

1 

1 


1 

1 

1 

-670 

22-66510 

TO AFT PERMANENT SPLICE TAIL CONE 
. HARNESS ASSEMBLY, TAIL DE-ICE CONTROL 

1 

2 

1 

-670.1 

22-66510 

BOX TO FWD AND AFT PERMANENT SPLICE 
. HARNESS ASSEMBLY, TAIL DE-ICE CONTROL 

3 


1 

-671 

CTO6E16S0P 

22-66516 

BOX TO FWD AND AFT PERMANENT SPLICE 
. . CONNECTOR* CONVAIR 92-40334-013 -V71468- 
. HARNESS ASSEMBLY, PRESSURIZED FEEO THRU 

1 

1 


1 

1 

-672 

22-66518-001 

PANEL T TO STABILIZER TRIM POSITION 

SWITCH 

. HARNESS ASSEMBLY, SPEED STABILITY 

1 


1 


EX06-14S6S 

MONITOR TO PERMANENT SPLICE 
. . CONNECTOR, CONVAIR 92-40332-020 -V71468- 

1 


1 
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VERTICAL STABILIZER ELECTRICAL HARNESSES 
FIGURE 2 































ELECTRICAL HARNESSES 
TAIL CONE AND 
STABILIZER 


CONVAIR ©Q] 


ILLUSTRATED PARTS CATALOG 





FIGURE 

AND 

INDEX NO. 


2 


-674 

-675 

-676 


-677 


PART NUMBER 


NOMENCLATURE 


22-66600 

22-66601 

22-66602 

36153 

32057H 

36161 

YAEVBC-L 

320559 

320562 

320570 

22-66609 

320559 

320562 

320570 


1 2 3 4 5 6 _ 

VERTICAL STABILIZER ELECTRICAL HARNESSES 
SEE 22-66001 

„ HARNESS ASSEMBLY, LWR LEADING EDGE 
SECTION VERTICAL FIN 

. HARNESS ASSEMBLY, INTERMEDIATE LEADING EDGE 
SECTION VERTICAL FIN 

- HARNESS ASSEMBLY, UPPER LEADING EDGE 

SECTION VERTICAL FIN 

• . TERMINAL, CONVAIR 98-90805-003 -V00779- 
. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

- - TERMINAL, CONVAIR 9B-90B05-016 -V00779- 
. * TERMINAL, CONVAIR 98-90806-001 -V09922- 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 
. . CONDUCTOR, CONVAIR 98-34001-001 -V0Q779- 
. . CONDUCTOR, CONVAIR 98-34001-002 -VQ0779- 

• HARNESS ASSEMBLY, NOSE SPAR VERTICAL FIN 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 
. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 
. . CONDUCTOR, CONVAIR 98-90805-002 -VQG779- 


USAGE 

CODE 


FROM 


TO 


UNITS 

PER 

ASSEMBLT 


1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


1 

4 

2 

4 
1 

2 

5 
9 

10 

3 

V 


Feb. 10/62 
A-2 


9U9 

Page 7 










CON V AIR 8SS 


ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
TAIL CONE AND 
STABILIZER 



}i.04 94. 09.00* 


Apr. 28/6l 

A 


9k-9 

Page 8 


HORIZONTAL STABILIZER ELECTRICAL HARNESSES 
FIGURE 3 
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FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

3 


HORIZONTAL STABILIZES* ELECTRICAL HARNESSES 






SEE 22-66002 




-678 

22-6660S 

. HARNESS ASSEMBLY. 0UT8D LEA0ING EDGE 

1 


1 



SECTION HORIZONTAL STABILIZER LH 





22-66608 

. HARNESS ASSEMBLY. OUTBD LEANING EDGF 

1 


1 



SECTION HORIZONTAL STABILIZER RH 




-679 

22-66604 

. HARNESS ASSEMBLY, INTcRMEOIA TE LEADING EDGE 

1 


1 



SECTION HORIZONTAL STABILIZER LH 





22-66607 

. HARNESS ASSEMBLY* INTERMEDIATE LEADING EDGE 

1 


1 



SECTION HURIZONTAL STABILIZcR RH 




-679,1 

22-66603 

, HARNESS ASSEMBLY* INBO LEADING EDGE 

1 


1 



SECTION HORIZONTAL STABILIZER LH 





22-66606 

. HARNESS ASSEMBLY* INBD LEADING EDGE 

1 


1 



SECTION HORIZONTAL STABILIZER RH 





36153 

, . TERMINAL, CONVAIR 96-90805-003 -V00Z79- 

1 


4 


320574 

. . TERMINAL, CONVAIR 9B-90805-010 -V0O779- 

1 


1 


36161 

. . TERMINAL, CONVAIR 98-90805-016 -V00779- 

1 


3 


YAEVflC-L 

. . TERMINAL, CONVAIR 9B-90B06-001 -V09922- 

1 


1 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


2 


320562 

. . CONDUCTOR, CONVAIR 98-34001-0U1 -V00T79- 

1 


5 


320570 

. . CONDUCTOR, CONVAIR 98-34001-002 -V00779- 

1 


V 

-680 

22-66610 

. HARNESS ASSEMBLY* FRONT SPAR HORIZONTAL 

1 


1 



STABILIZER LH 





22-66611 

. HARNESS ASSEMBLY, FRONT SPAR HORIZONTAL 

1 


1 



STABILIZER RH 





320570 

. , CONDUCTOR, CONVAIR 96-34001-002 -V00779- 

1 


9 


320562 

. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


3 


3205^9 

. . CONDUCTOR, LH CONVAIR 98-34001-003 

1 


10 



-V00779- 





320559 

. . CONDUCTOR, RH CONVAIR 98-34001-003 

1 


9 



-V00779- 
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MWW FWD LH ELECTRICAL HARNESSES 
FIGURE 1 (SHEET 1 OF 2) 
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CONVAIR 88’ 


ELECTRICAL HARNESSES 
MWW 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 3 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 

-681 

22-64531-1 

MWW FWD LH ELECTRttAL HAKNfeSSeS 

SEE 22-64001 

. HARNESS ASSEMBLY. HEAR SPAR FEED THRU 

1 


1 

-682 

22-64532 

PANEL E TO FUEL TANK PANEL C 
. HARNESS ASSEMBLY, FEED THRU PANEL K TO 

1 


1 

-683 

22-64581 

ENGINE 2 REAR SPAR PERMANENT SPLICE 
. HARNESS ASSEMBLY, FEED THRU PANEL K TO 

1 


1 

-684 

22-64635 

ENGINE 2 REAR SPAR PERMANENT SPLICE 
. HARNESS ASSEMBLY, FEED THRU PANEL E TO 

1 


1 

-685 

EX06-14S7S 

024048-0000 

024049-0000 

225-0017-000 

36153 

22-64578 

OUTBD BOOST PRESSURE SWITCH 2 
. . CONNECTOR, CONVAIR 92-40332-006 -V7146B- 
. . CONTACT, CONVAIR 92-63901-012 -V7146B- 
. . CONTACT, CONVAIR 92-63901-011 -V7146B- 
. . PLUG, CONVAIR 96-91200-007 -V7146B- 
. . TERMINAL, CONVAIR 98-90805-003 -V0Q779- 
. HARNESS ASSEMBLY, FEED THRU PANEL R TO 

1 

1 

1 

1 

1 

1 


2 

4 

2 

2 

2 

1 

-686 

22-64541 

ENGINE 3 REAR SPAR PERMANENT SPLICE 
. HARNESS ASSEMBLY, FEED THRU PANEL W TO 

1 


1 

-687 

22-64549 

LH LANDING LIGHT PERMANENT SPLICE 
. HARNESS ASSEMBLY, FEED THRU PANEL J TO 

1 


1 

-688 

22-64575 

ENGINE 1 REAR SPAR PERMANENT SPLICE 
. HARNESS ASSEMBLY, ENGINE 2 THERMOCOUPLE 

1 


1 

-689 

AN3Q57-6B 

C53106C14557P 
AN5548-1 

AN5548-2 

22-64577 

WING FUSELAGE DISCONNECT TO PYLON SPLICE 
. * ADAPTER* CONVAIR 90-04200-015 
. . CONNECTOR* CONVAIR 92-40333-002 -V06840- 
. . TERMINAL* CONVAIR 98-90619-001 

* * TERMINAL, CONVAIR 98-90819-002 

• HARNESS ASSEMBLY* ENGINE 1 OIL QUANTITY 

1 

1 

1 

1 

1 


1 

1 

2 

2 

1 

-690 

1-817-1 

1-073-1 

22-64579 

WING FUSELAGE DISCONNECT TO PYLON SPLICE 
. . CONNECTOR* CONVAIR 92-47000-020 -V95712- 
. . ADAPTER* CONVAIR 90-04322-003 -V95712- 
. HARNESS ASSEMBLY, FEEL) THRU PANEL J TO 

1 

1 

1 


4 

1 

1 

-691 

22-64601 

ENGINE 1 REAR SPAR PERMANENT SPLICE 
. HARNESS ASSEMBLY, LANDING GEA*4 

1 


1 

-692 

71—179866—32S 
23-1000 

590001-147-0242 

36153 

AN3066-16 
22-64629 

DISCONNECT A TO FEED THRU PANELS LH 

• . CONNECTOR, CONVAIR 92-50288-029 -V06840- 

- - ELBOW* CONVAIR 93-39501-006 -V084B4- 

* - CONDUIT* CONVAIR 92-30000-028 -V00624- 

* • TERMINAL* CONVAIR 98-90805-003 -V00779- 

• . NUT 

- HARNESS ASSEMBLY* FEED THRU PANEL E TO 

1 

1 

1 

1 

1 

1 


1 

1 

1 

1 

1 

1 


EX06—16S15 
225-0017-000 
024049-0000 
024048-0000 

36153 

OUTBD BOOST PRESSURE SWITCH 1 

• . CONNECTOR, CONVAIR 92-40332-006 -V71466- 
. . PLUG, CONVAIR 96-91200-007 -V71468- 

• . CONTACT* CONVAIR 92-63901-011 -V71468- 
. . CONTACT, CONVAIR 92-63901-012 -V71468- 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 

1 

1 

1 

1 


1 

1 

1 

1 

1 


Feb. 10/62 
A-2 


9^-10 
Page 4 

















ELECTRICAL HARNESSES 
MWW 


CONVAIR 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

1 —694 

22-64621 

-695 

36153 

22-64621-3 

-696 

PTOOE10-6S 
22-64615 


590001-29-0310 

1EN74-6 

-697 

AN3066-6 

3416-15-1 

22-64527-1 

-698 

22-64526-1 

-699 

22-64526-1 

-700 

22-64529-1 

-701 

EX06-14S7S 

024048-0000 

024049-0000 

225-0017-000 

22-64530-1 

-702 

22-64533 

-703 

22-64550 

-703,1 

22-64583-1 


NOMENCLATURE 


1 2 3 4 5 6 


USAGE 

CODE 


FROM 


TO 


UNITS 

PER 

ASSEMBLY 


PANEL 
HARNESS ASSEMBLY• 


HARNESS ASSEMBLY* SPOILER POSITION 

TRANSMITTER PERMANENT SPLICE TO PANEL X 
. TERMINAL* CONVAIR 98-90805-003 -V00779- 
HARNESS ASSEMBLY* PERMANENT SPLICE TO 
AILERON AND SPOILER DISCONNECT INBD 
. CONNECTOR, CONVAIR 92-502BB-011 -V06B40- 
HARNESS ASSEMBLY, LANDING GEAR DOOR EWD 
UP AND LOCK SWITCH TO PERMANENT SPLICE LH 
. CONDUIT, CONVAIR 92-30000-013 -V00624- 
- SWITCH, LIMIT MLG DOOR MFR TO 
SPEC CONT 22-06479-3 -V74059- 
. NUT 

. ELBOW, CONVAIR 93-39501-003 -V0B484- 
HARNESS ASSEMBLY, REAR SPAR FEED THRU 
E TO FUEL TANK PANEL B 

REAR SPAR FEED THRU 
PANEL E TO FUEL TANK PANEL D 
HARNESS ASSEMBLY, REAR SPAR FEED THRU 
PANEL E TO FUEL TANK PANEL L 
HARNESS ASSEMBLY, REAR SPAR FEED THRU 
PANEL E TO FUEL TANK PANEL H 
. CONNECTOR, CONVAIR 92-40332-006 -V71468- 
. CONTACT, CONVAIR 92-63901-012 -V7I468- 
. CONTACT, CONVAIR 92-63901-011 -V7146B- 
. PLUG, CONVAIR 96-91200-007 -V7146B- 
HARNESS ASSEMBLY, REAR SPAR FEED THRU 
PANEL E TO FUEL TANK PANEL A 
HARNESS ASSEMBLY, FEED THRU PANEL H 

TO ENGINE 2 REAR SPAR PERMANENT SPLICE 
HARNESS ASSEMBLY, FEED THRU PANEL G TO 
ENGINE 1 REAR SPAR PERMANENT SPLICE 
HARNESS ASSEMBLY, FEED THRU PANEL W TO 
WHEEL WELL INTERCOM LH 


1 


Feb. 10/62 
C-2 


94-10 
Page 5 



















CONVAIR 



ELECTRICAL HARNESSES 
MWW 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USA 

CO 

,GE 

DE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 -70S 

22—64S51—1 

. HARNESS ASSEMBLY* FEED THRU PANEL G TO 

\ 


1 



ENGINE 2 0UTBD PYLON 




-706 

22-64534-1 

. HARNESS ASSEMBLY, FEED THRU PANEL H TO 

1 


1 



ENGINE 2 INBD PYLON PERMANENT SPLICE 




-707 

22-64573-1 

. HARNESS ASSEMBLY, FEE0 THRU PANEL E TO 

1 


1 



LH WING REFUEL ANO DEFUEL VALVES 





36153 

. . TERMINAL. CONVAIR 90-90605-003 -V00779- 

1 


2 


PTO6E0-4S 

. . CONNECTOR. CONVAIR 92-40325-006 -V06840- 

1 


2 

-708 

22-64597-1 

. HARNESS ASSEMBLY. LH LANDING GEAR PERMANENT 

1 


1 



SPLICE BOX TO FEED THRU PANELS 




-709 

22-64599-1 

. HARNESS ASSEMBLY. LH LANOING GEAR PERMANENT 

A 


1 



SPLICE BOX TO FEED THRU PANELS 





22-64599 

• HARNESS ASSEMBLY, LH LANDING GEAR PERMANENT 

2 

8 

1 



SPLICE BOX TO FEED THRU PANELS 




-710 

22-64603 

. HARNESS ASSEMBLY, LH WHEEL WELL PERMANENT 

1 


1 



SPLICE TO RH WHEEL WELL PERMANENT SPLICE 





320559 

. . CONDUCTOR. CONVAIR 98-34001-003 -V00779- 

1 


5 

-711 

22-64622-1 

„ HARNESS ASSEMBLY, PANEL M TO AILERON 

1 


1 



AND SPOILER DISCONNECT INBD 





PT00E10-6S 

. . CONNECTOR. OUTBD CONVAIR 92-50286-011 

1 


1 



-V77820- 





EX06-16SIS 

. . CONNECTOR, INBD CONVAIR 92-40332-007 

1 


1 



—V71468- 





225-0017-000 

. . PLUG, INBO CONVAIR 96-91200-007 -V7146&- 

1 


3 


024049-0000 

. . CONTACT, INBD CONVAIR 92-63901-011 

1 


3 



-V71460- 





024048-0000 

. . CONTACT, INBO CONVAIR 96-63901-012 

1 


4 



-V71468- 




-712 

22-64622-3 

. HARNESS ASSEMBLY, GROUND TO AILERON AND 

1 


1 



SPOILER DISCONNECT OUTBO 





PT00E10-6S 

. . CONNECTOR. CONVAIR 92-50288-011 -V77820- 

1 


1 

-713 

22-64544 

. HARNESS ASSEMBLY, FEEO THRU PANEL X TO LH 

1 


1 



REAR SPAR PERMANENT SPLICE 




-714 

22-64569 

. HARNESS ASSEMBLY, FEED THRU PANEL F TO LH 

1 


1 



FLAP ASSYMMETRY CONTROL UNIT 





EX06-16S1S 

. . CONNECTOR, CONVAIR 92-40332-007 -V71468- 

1 


1 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


2 


024049-0000 

. . CONTACT, CONVAIR 96-63901-011 -V71468- 

1 


2 


024048-0000 

. . CONTACT, CONVAIR 96-63901-012 -V71468- 

1 


5 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


2 

-715 

22-64547 

. HARNESS ASSEMBLY, FEED THRU PANEL E TO 1 

1 


1 



INBD BOOST PRESSURE SWITCH 




-716 

22-64631 

. HARNESS ASSEMBLY, FEED THRU PANEL E TO 2 

1 


1 



INBD BOOST PRESSURE SWITCH 





36153 

. . TERMINAL, CONVAIR 96-90805-003 -V00779- 

1 


1 


EX06-14S7S 

. . CONNECTOR, CONVAIR 92-40332-006 -V7146B- 

1 


1 


225-0017-000 

. . PLUG, CONVAIR 92-91200-007 -V71468- 

1 


1 


024049-0000 

. . CONTACT, CONVAIR 96-63901-011 -V71468- 

1 


1 


024048-0000 

. . CONTACT, CONVAIR 96-63901-012 -V7146B- 

1 


2 

-717 

22-64571 

. HARNESS ASSEMBLY, FEED THRU PANEL E TO 2 

1 


1 



JETTISON HYDRAULIC PUMP SHUT OFF VALVE 





PT06E8-4S 

. . CONNECTOR, CONVAIR 92-40325-006 -V77B20- 

1 


2 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


2 

-718 

22-64511 

. HARNESS ASSEMBLY, GENERATOR 1 FEED THRU TO 

1 


1 



STATIC EXCITER 




-719 

22-64513 

. HARNESS ASSEMBLY, GENERATOR 2 FEED THRU TO 

1 


1 



STATIC EXCITER 





YAEV6CL4 

. . TERMINAL, CONVAIR 98-90806-007 -V09922- 

1 


3 



A AIRPLANES 1, 9 AND ON 
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CON V AIR 88 


ELECTRICAL HARNESSES 
MWW 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 


PART NUMBER 


NOMENCLATURE 


USAGE 

CODE 


UNITS 

PER 


INDEX NO. 


2 


-720 

22-64535 

-721 

22-64502-1 

-721.1 

WK6-21C1-2 

22-64615 


AN3066—6 

3416-15-1 

1EN74-6 

-722 

590001-29-0310 

22-64521-1 

—723 

22-64600 

-724 

71—179866-32S 

590001-147-0242 

23-1000 

AN3066—16 
22-64503 

-725 

EX06-14S6S 

024049-0000 

22-64574 

-726 

AN3057-6B 

CS3106C14557P 
AN5548-1 

AN5548—2 
22-64576 


1-873-1 

1-817-1 


1 2 3 4 5 6 _ 

MWW FHD RH ELECTRICAL HARNESSES 
SEE 22-64001 

• HARNESS ASSEMBLY* FEED THRU PANEL R TO 

ENGINE 3 REAR SPAR PERMANENT SPLICE 
. HARNESS ASSEMBLY. FEED THRU PANEL X TO 
WHEEL WELL INTERCOM RH 
. * CONNECTOR, CONVAIR 92-40117-001 -V71468- 
. HARNESS ASSEMBLY, LANDING GEAR DOOR FHD 

UP ANO LOCK SWITCH TO PERMANENT SPLICE RH 

• . NUT 

. - ELBOW, CONVAIR 93-39501-003 -V084B4- 
. * SWITCH, LIMIT NLG DOOR HFR TO SPEC 
CONT 22-06479-3 -V74059- 
. • CONDUIT, CONVAIR 92-30000-013 -V00624- 

• HARNESS ASSEMBLY, REAR SPAR FEED THRU 

PANEL L TO FUEL TANK PANEL G 

- HARNESS ASSEMBLY, RH LANDING GEAR 

DISCONNECT A TO FEED THRU PANELS 

• • CONNECTOR, CONVAIR 92-50288-029 -V77820- 
. . CONDUIT, CONVAIR 92-30000-028 -V00624- 

. . ELBOW, CONVAIR 93-39501-006 -V08484- 
. . NUT 

. HARNESS ASSEMBLY, COPILOT FLUX GATE 
DISCONNECT TO BOX SECTION PERMANENT 
SPLICE 

. . CONNECTOR, CONVAIR 92-40332-020 -V7146B- 

• . CONTACT, CONVAIR 92-63901-011 -V71468- 
. HARNESS ASSEMBLY, ENGINE 3 AND 4 

THERMOCOUPLE WING FUSELAGE DISCONNECT 
TO PYLON SPLICE 

- . ADAPTER, CONVAIR 90-04200-015 

. . CONNECTOR, CONVAIR 92-40333-002 -V77820- 
. * TERMINAL, CONVAIR 98-90019-001 
. . TERMINAL, CONVAIR 98-90819-002 

• HARNESS ASSEMBLY, ENGINE 3 AND 4 OIL 

QUANTITY WING FUSELAGE DISCONNECT TO 
PYLON SPLICE 

• . ADAPTER, CONVAIR 90-04322-003 -V95712- 

. . CONNECTOR, CONVAIR 92-47000-020 -V95712- 


FROM 


TO 


ASSEMBLY 


6 


2 

2 


4 


Feb. 10/62 
C-2 
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ELECTRICAL HARNESSES 
MWW 


CON V AIR Q R’ 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

kir\iiCkin ATI IDG 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

NOMENCLATURE 

1 2 3 4 5 6 

FROM 

TO 

2 -728 

22-64542 

. HARNESS ASSEMBLY. FfcEli THRU PANEL X TO 

RH LANDING LIGHT PERMANENT SPLICE 

1 


1 

— 729 

22-64580 

. HARNESS ASSEMBLY, FEED THRU PANEL Q TO 

ENGINE REAR SPAR PERMANENT SPLICE 

1 


1 

-730 

22-64520-1 

. HARNESS ASSEMBLY, REAR SPAR FEED THRU 

PANEL L TO FUEL TANK PANEL F 

1 


1 

-731 

22-64522-1 

. HARNESS ASSEMBLY, REAR SPAR FEED THRU 

PANEL L TO FUEL TANK PANEL H 

l 


1 

-732 

22-64523-1 

. HARNESS ASSEMBLY, REAR SPAR FEED THRU 

PANEL L TO FUEL TANK PANEL S 

1 


1 

-733 

22-64524-1 

EX06-14S7S 

024048-0000 

024049-0000 

225-0017-000 

36153 

. HARNESS ASSEMBLY, REAR SPAR FEED THRU 

PANEL L TO FUEL TANK PANEL T 
. . CONNECTOR, USED ON 22-64523-1 AND 

22-64524-1 CONVAIR 92-40332-006 -V71468 
. . CONTACT, USED ON 22-64523-1 AND 

22-64524-1 CONVAIR 92-63901-012 -V71468 
. . CONTACT, USED ON 22-64523-1 AND 

22-64524-1 CONVAIR 92-63901-011 -V71468 
. . PLUG, USED ON 22-64523-1 AND 

22-64524-1 CONVAIR 96-91200-007 -V7146B 
. . TERMINAL, USEO ON 22-64523-1 

CONVAIR 98-90805-003 -V00779- 

1 

1 

1 

1 

1 

1 


1 

1 

2 

1 

1 

1 

-734 

22-64S2S-1 

. HARNESS ASSEMBLY, REAR SPAR FEED THRU 

PANEL L TO FUEL TANK PANEL J 

1 


1 

-735 

22-64537-1 

. HARNESS ASSEMBLY, FEED THRU PANEL P TO 

ENGINE 3 INBD PYLON 

1 


l 

-736 

22-64539 

36153 

. HARNESS ASSEMBLYt FEED THRU PANEL N TO 

ENGINE 4 REAR SPAR PERMANENT SPLICE 
„ . TERMINAL, CONVAIR 98-90805-003 -V0Q779- 

1 

1 


l 

4 

-737 

22-64540-1 

• HARNESS ASSEMBLY, FEED THRU PANEL N TO 

ENGINE 4 0UT8D PYLON 

1 


1 

-73a 

22-64548 

EX06-14S7S 

024048-0000 

024049-0000 

225-0017-000 

36153 

- HARNESS ASSEMBLY, FEED THRU PANEL M TO 

IN8D BOOST PRESSURE SWITCH 4 
. * CONNECTOR, CONVAIR 92^40332-006 -V71468- 
. * CONTACT, CONVAIR 92-63901-012 -V71468- 
. . CONTACT, CONVAIR 92-63901-011 -V7146B- 
. . PLUG, CONVAIR 96-91200-007 -V71468- 
. „ TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 

1 

1 

1 

1 

1 


1 

1 

2 

1 

1 

1 

-739 

22-64596-1 

* HARNESS ASSEMBLY, RH LANDING GEAR PERMANENT 

SPLICE BOX TO FEED THRU PANELS 

1 


1 

-740 

22-64555 

71-184779—14-5P 
590001-33-0234 

„ HARNESS ASSEMBLY, LH ANTISKID CONTROL BOX 

TO PERMANENT SPLICE 

* „ CONNECTOR, CONVAIR 92-40325-069 -V06840- 
. * CONDUIT, CONVAIR 92-30000-017 -V00624- 

1 

1 

1 


1 

I 

1 

-741 

22-64564 

71-184779-14- 

590001-33-0233 

- HARNESS ASSEMBLY, RH ANTISKID CONTROL BOX 

TO PERMANENT SPLICE 

„ . CONNECTOR, SPY CONVAIR 92-40325-070 
-VU6B40- 

. • CONDUIT, CONVAIR 92-30000-016 -V00624- 

1 

1 

1 


1 

1 

1 

-742 

22-64592 

71-184779-14- 

590001-133-0234 

. HARNESS ASSEMBLY, RH ANTISKID CONTROL BOX 

TO PERMANENT SPLICE 

* . CONNECTOR, 15P CONVAIR 92-40325-071 
-V06640- 

. . CONDUIT, CONVAIR 92-30000-021 -V00624- 

1 

1 

1 


1 

1 

1 

-743 

22-64593 

590001-133-0230 

71-184779-14- 

. HARNESS ASSEMBLY, LH ANTISKID CONTROL BOX 

TO PERMANENT SPLICE 

. „ CONDUIT, CONVAIR 92-30000-020 -V00624- 
. . CONNECTOR, 15PX CONVAIR 92-40325-072 
-V06840- 

1 

1 

1 


1 

1 

1 

-744 

22-64598 

. HARNESS ASSEMBLY* RH LANDING GEAR PERMANENT 
SPLICE BOX TO FEED THRU PANELS 

1 


1 

-745 

22-64612 

590001-33-0240 
71-184779-14-5S 

. HARNESS ASSEMBLY, MLG ANTISKID CONTROL BOX 

TO FEED THRU PANEL M 

- * CONDUIT, CONVAIR 92-30000-018 -V00624- 
. . CONNECTOR, CONVAIR 92-40325-068 -V0684Q- 

1 

1 

1 


1 

1 

1 


Feb. 10/62 
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CON V AIR 88 


ELECTRICAL HARHESSES 
MWW 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

2 -746 

22-64502 

. HARNESS ASSEMBLY, PILOT FLUX GATE REAR 

1 


1 



SPAR DISCONNECT TO BOX SECTION PERHANENT 






SPLICE 





EX06-14S6S 

. . CONNECTOR. CONVAIR 92-40332-020 -V71468- 

1 


1 


024046-0000 

. * CONTACT* CONVAIR 92-63901-012 -V71468- 

1 


6 

-740 

22-64512 

. HARNESS ASSEMBLY* GENERATOR 4 FEED THRU TO 

1 


1 



STATIC EXCITER 




-749 

22-64514 

* HARNESS AS5EHBLY* GENERATOR 3 FEED THRU TO 

1 


1 



5TATIC EXCITER 





YAEV6CL4 

. . TERMINAL* CONVAIR 98-90806-007 -V09922- 

1 


3 

-750 

22-64543 

. HARNESS ASSEMBLY. FEED THRU PANEL X TO REAR 

1 


1 



SPAR PERMANENT SPLICE RH 




-751 

22-64552 

• HARNES5 ASSEMBLY! FEED THRU PANEL X TO LINE 

1 


1 



CROSS FEED VALVES RH 





EX06-10SL3S 

• . CONNECTOR* CONVAIR 92-40332-007 -V71460- 

1 


4 


024046-0000 

. . CONTACT, CONVAIR 92-63901-012 -V71466- 

1 


20 


024049-0000 

. „ CONTACT. CONVAIR 92-63901-011 -V71468- 

1 


8 


225-0017-000 

• * PLUG* CONVAIR 96-91200-007 -V71460- 

1 


8 


36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


10 

-752 

22-64554 

. HARNESS ASSEMBLY, FEED THRU PANEL M TO 

1 


1 



EMERGENCY CROSS FEEO VALVE RH 





EX06-16S1S 

. . CONNECTOR, CONVAIR 92-40332-007 -V7I468- 

1 


1 


225-0017-000 

. . PLUG* CONVAIR 96-91200-007 -V71468- 

1 


2 


024049-0000 

. . CONTACT, CONVAIR 92-63901-011 -V7146B- 

1 


2 


024048-0000 

. . CONTACT, CONVAIR 92-63901-012 -V7146B- 

1 


5 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


2 

-753 

22-64570 

. HARNESS ASSEMBLY, FEEO THRU PANEL L TO 

1 


1 



JETTISON 3 HYDRAULIC SHUT OFF VALVE 





PT06E8-4S 

. . CONNECTOR* CONVAIR 92-40332-006 -V71466- 

1 


2 


36153 

• . TERMINAL* CONVAIR 98-90605-003 -V00779- 

1 


2 


Feb. I0/6S 
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ELECTRICAL HARNESSES 
MWW 


CON V AIR QQ' 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

2 -7b4 

22-64630 

- HARNESS ASSEMBLY* FEED THRU PANEL L TO 4 

1 


1 



0UTBD BOOST PRESSURE SWITCH 





EX06-14S75 

. . CONNECTOR* CONVAIR 92-40332-006 -V71460- 

1 


1 


024049-0000 

. . CONTACT. CONVAIR 92-63901-011 -V71468- 

1 


1 


024048-0000 

- . CONTACT. CONVAIR 92-63901-012 -V71468- 

1 


2 


225-0017-000 

. . PLUG. CONVAIR 96-91200-007 -V71468- 

1 


1 

— 755 

22-64636 

. HARNESS ASSEMBLY. FEED THRU PANEL L TO 3 

1 


1 



CJUTBD BOOST PRESSURE SWITCH 





EX06-14S7S 

. * CONNECTOR, CONVAIR 92-40332-006 -V7146B- 

1 


2 


024048-0000 

. • CONTACT, CONVAIR 92-63901-012 -V71468- 

l 


4 


024049-0000 

. . CONTACT, CONVAIR 92-63901-011 -V71468- 

1 


2 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71460- 

1 


2 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


2 

-756 

22-64606-1 

* HARNESS ASSEMBLY, RH WHEEL WELL SHROUD 

A 


1 



PERMANENT SPLICE TO JUNCTION BOX 





22-64606 

. HARNESS ASSEHBLY, RH WHEEL WELL SHROUD 

8 

8 

1 



PERMANENT SPLICE TO JUNCTION BOX 





320562 

. ■ CONDUCTOR, CONVAIR 90-34001-001 -V00779- 

1 


1 


320559 

. . CONDUCTOR, CONVAIR 9B-34001-003 -V00779- 

1 


10 

-757 

22-64602 

. HARNESS ASSEMBLY, LANDING GEAR DOOR SWITCH 

1 


1 



PERMANENT SPLICE TO FEED THRU FUO RH 





320562 

. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


1 


320559 

. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 


2 

-758 

22-64538-1 

* HARNESS ASSEMBLY, FEED THRU PANEL Q TO 

1 


1 



ENGINE 4 REAR SPAR PERMANENT SPLICE 






A AIRPLANES 1, 9 AND ON 
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MWW AFT LH ELECTRICAL HARNESSES 
FIGURE 3 















































ELECTRICAL HARNESSES 
MWW 


CONVAIR 88 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

3 


MWW AFT LH ELECTRICAL HARNESSES 






SEE 22-64001 




-759 

22-64595 

. HARNESS ASSEMBLY* AFT CONTROL VALVES TO 

1 


1 



MWW JUNCTION BOX PERMANENT SPLICE INBO LH 





71-181*776-8-45 

. . CONNECTOR* CONVAIR 92-40325-065 -V06840- 

1 


1 


71—184776—8-4SW 

. . CONNECTOR. CONVAIR 92-40325-066 -V06840- 

1 


1 


590001-11-0100 

• . CONDUIT, CONVAIR 92-30000-005 -V00624- 

1 


1 


590001-11-0090 

• . CONDUIT, CONVAIR 92-30000-004 -V00624- 

l 


1 


3416-14-1 

. . ELBOW, CONVAIR 93-39501-002 -V0B4B4- 

1 


1 


AN3066-4 

. . NUT 

1 


1 


148—15-1 

. . CONOUIT, CONVAIR 99-75000-003 -VOB4B4- 

1 


1 

-760 

22-64616 

. HARNESS ASSEMBLY, LH LANDING GEAR DOOR AFT 

1 


1 



UP AND LOCK SWITCH TO WHEEL WELL JUNCTION 






BOX PERMANENT SPLICE 





1EN74-6 

• . SWITCH, MFR TO SPEC CONT 22-06479-3 

1 


1 



-V74059- 





590001-31-0120 

. * CONDUIT, CONVAIR 92-30000-034 -V00624- 

1 


1 

-761 

22-64611 

. HARNESS ASSEMBLY, AFT ANTISKID CONTROL 

1 


1 



VALVES TO HWW JUNCTION BOX PERMANENT 






SPLICE OUTBD LH 





71-184776-8-4S 

. . CONNECTOR, CONVAIR 92-40325-065 -V06B40- 

l 


1 


71—184776—8-4SH 

. • CONNECTOR, CONVAIR 92-40325-066 -V06840- 

l 


1 


3416-14-1 

. . ELBOW, CONVAIR 93-39501-002 -V08484- 

1 


2 


590001-11-0176 

. . CONDUIT, CONVAIR 92-30000-011 -V00624- 

1 


1 


590001-11-0154 

. . CONDUIT, CONVAIR 92-30000-009 -V00624- 

1 


1 


148-15-1 

. . CONDUIT, CONVAIR 99-75000-003 -VOB404- 

1 


l 

-762 

22-64613 

. HARNESS ASSEMBLY, LH WHEEL WELL LIGHT TO 

1 


1 



WHEEL WELL JUNCTION BOX SPLICE 





590001-7-0274 

. . CONDUIT, CONVAIR 92-30000-030 -V00624- 

1 


1 
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MWW APT RH ELECTRICAL HARNESSES 
FIGURE 4- 

















































ELECTRICAL HARNESSES 
MWW 


CON V AIR QQ' 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

FROM 

TO 

PER 

ASSEMBLY 

4 


MWW AFT RH ELECTRICAL HARNESSES 






SEF 22-64001 




-763 

22-64614 

. HARNESS ASSEMBLY. RH WHEEL WELL LIGHT TO 

1 


1 



WHEEL WELL JUNCTION BOX SPLICE 





590001-7-0234 

. . CONDUIT, CQNVAIR 92-30000-001 -V00624- 

1 


1 

-764 

22-64594 

. HARNESS ASSEMBLY, AFT CONTROL VALVES TO MWW 

1 


1 



JUNCTION BOX PERMANENT SPLICE OUTBO RH 





71-184776-8-4S 

. . CONNECTOR, CONVAIR 92-40325-065 -V06840- 

1 


1 


71-104776-B-4SW 

. . CONNECTOR, CONVAIR 92-40325-066 -V06B40- 

1 


1 


590001-11-0117 

. . CONDUIT, CONVAIR 92-30000-007 -V00624- 

1 


1 


590001-11-0114 

. . CONDUIT, CONVAIR 92-30000-006 -V00624- 

1 


1 


148-15-1 

. . CONDUIT, CONVAIR 99-75000-003 -V0B4B4- 

1 


1 

-765 

22-64616 

. HARNESS ASSEMBLY, RH LANDING GEAR DOOR AFT 

1 


1 



UP AND LOCK SWITCH TO WHEEL WELL JUNCTION 






BOX PERMANENT SPLICE 





1EN74-6 

. . SWITCH, MFR TO SPEC CONT 22-06479-3 

1 


1 



-V74059— 





590001-31-0120 

. . CONDUIT, CONVAIR 92-30000-034 -V00624- 

1 


1 

-765.1 

22-64508 

. HARNESS ASSEMBLY, AFT ANTISKID CONTROL 

1 


1 



VALVES TO MWW JUNCTION BOX PERMANENT 






SPLICE INBD RH 





590001-11-0162 

. . CONDUIT, CONVAIR 92-30000-010 -V00624- 

1 


1 


590001-11-0151 

. . CONDUIT, CONVAIR 92-30000-008 -V00624- 

1 


1 


AN3060-4 

. . ELBOW, CONVAIR 93-39500-002 

1 


1 


71-184776-4S 

. . CONNECTOR, CONVAIR 92-40335-065 -V77B20- 

1 


1 


71-104776—4SW 

. . CONNECTOR, CONVAIR 92-40335-066 -V77820- 

1 


1 


148-15-1 

. . CONDUIT, CONVAIR 99-75000-003 -V0B4B4- 

1 


1 
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MLG ELECTRICAL HARNESSES 
FIGURE 5 
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ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 


USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

HOMENCLATURE 

1 2 3 4 5 6 

FROM 

TO < 

5 


1LG ELECTRICAL HARNESSES SEE 22-^*001 




-766 

22-614504 

HARNESS ASSEMBLY. MLG PERMANENT SPLICE 

1 


1 



BOX TO UP-LOCK SWITCH 





1EN65-6 

. SWITCH, MFR TO SPEC CONT 22-06480-1 

1 


1 



—V74059- 





590001-117-0287 

. CONDUIT, CONVAIR 92-30000-025 -V00624- 

l 


1 

-760 

22-64S06 

HARNESS ASSEMBLY, DISCONNECT PLUG A TO MLG 

1 


1 


93702-0360 

• CONDUIT# CONVAIR 92-30000-042 -V95955- 

1 


1 


71-1847B1-32P 

• CONNECTOR# CONVAIR 92-40325-074 -V06840- 

1 


1 

-769 

22-64507-811 

HARNESS ASSEMBLY, PERMANENT SPLICE BOX 

A 


1 



TO MLG ANTI-SKID DETECTORS 





22-64507 

HARNESS ASSEMBLY, PERMANENT SPLICE BOX 

2 

7 

1 



TO MLG TRUCK POSITION SWITCH 





H10-35 

. SWITCH, TRUCK POSITION MFR TO SPEC 

1 


1 



CONT 22-064B3-1 -V97198- 





TEHP22066433 

. SWITCH. MFR TO SPEC CONT 22-06843-3 

1 


1 



-V97198- 





25EN13-6 

. SWITCH, LIMIT MFR TO SPEC CONT 22-06477-3 

1 


1 



-V74059- 





PT06E8-4S 

. CONNECTOR, CONVAIR 92-40325-006 -V06840- 

1 


4 


590001-135-0364 

• CONDUIT# CONVAIR 92-30000-046 -V00624- 

1 


1 


590001-31-0403 

. CONDUIT# CONVAIR 92-30000-024 -V00624- 

1 


1 


218-2-1 

. ELBOW, CONVAIR 93-39503-002 -V08484- 



1 


218-1-1 

. ELBOW, CONVAIR 93-39503-001 -V08484- 

1 


1 


AN3066—10 

• NUT 

1 


1 

* 


AN3066-6 

- NUT 

1 


i 

-770 

22-64641 

HARNESS ASSEMBLY, PERMANENT SPLICE BOX TO 

1 


1 



MLG SWITCHES 





5EN13-6B 

. SWITCH, MFR TO SPEC CONT 22-06478-1 

1 


1 



-V74059- 





21EN65—6 

. SWITCH, MFR TO SPEC CONT 22-06480-3 

1 


1 



-V74059- 





590001-49-0272 

. . CONDUIT, CONVAIR 92-30000-038 -V00624- 

1 


1 


590001-117-0056 

. . CONDUIT, CONVAIR 92-30000-039 -V00624- 

1 


1 



A AIRPLANES 1, B AND ON 
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MAIN FUEL TANK 2 AND 3 WING ELECTRICAL HARNESSES 

FIGURE 1 







































ELECTRICAL HARNESSES 
WING 


C O N V A I R 



ILLUSTRATED PARTS CATALOG 





FIGURE 

AND 

INDEX NO. 

PART NUMBER 


USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

NOMENCLATURE 

12 3 4 5 6 

FROM 

TO 

1 


MAIN FUEL TANKS 2 AND 3 MING ELECTRICAL 






HARNESSES SEE 22-64002 




-771 

22-64625-B05 

. HARNESS ASSEMBLY. REPLENISHING FUEL TANK 2 

1 


1 



PROBES TO DISCONNECT TR 26 TO 






FUEL TANK FEED THRU LH 





22-64626-805 

. HARNESS ASSEMBLY. REPLENISHING FUEL TANK 3 

1 


1 



PROBES TO DISCONNECT TR 26 TO 






FUEL TANK FEED THRU RH 





36153 

. . TERMINAL. CONVAIR 9B-90805-003 -V00779- 

1 


4 


GSB109 

. . FERRULE. CONVAIR 93-71301-002 -V59730- 

1 


2 


GSC175 

. . FERRULE, CONVAIR 93-71300-004 -V59730- 

1 


2 

-772 

22-64625-5 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 2 

1 


1 



PROBES TO DISCONNECT TR 16 TO TR 27 LH 





22-64626-5 

. HARNESS ASSEMBLY. REPLENISHING FUEL TANK 3 

1 


l 



PROBES TO DISCONNECT TR 16 TO TR 27 RH 





36153 

• . TERMINAL. CONVAIR 98-90805-003 -V00779- 

1 


2 

-773 

22-64625-803 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 2 

1 


1 



PROBES TO DISCONNECT TR 15 TO TR 16 LH 





22-64626-803 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 3 

1 


1 



PROBES TO DISCONNECT TR 15 TO TR 16 RH 





36153 

• . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


4 


GSC175 

. . FERRULE, CONVAIR 93-71300-004 -V59730- 

1 


2 


GSB109 

. . FERRULE. CONVAIR 93-71301-002 -V59730- 

1 


2 

-774 

22-64625-3 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 2 

1 


1 



PROBES TO DISCONNECT TR 15 TO TR 16 LH 





22-64626-3 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 3 

1 


l 



PROBES TO DISCONNECT TR 15 TO TR 16 RH 





36153 

. . TERMINAL, CONVAIR 98-90B05-003 -V00779- 

l 


2 

-775 

22-64625-1 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 2 

1 


1 



PROBES TO DISCONNECT TR 26 TO TR 15 LH 





22-64626-1 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 3 

1 


1 



PROBES TO DISCONNECT TR 26 TO TR 15 RH 





36153 

. . TERMINAL, CONVAIR 96-90805-003 -V00779- 

1 


2 

-776 

22-64625-801 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 2 

1 


1 



PROBES TO DISCONNECT TR 26 TO TR 15 LH 





22-64626-801 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 3 

1 


1 



PROBES TO DISCONNECT TR 26 TO TR 15 RH 





36153 

. . TERMINAL, CONVAIR 9B-90805-003 -V00779- 

1 


4 


GSC175 

. . FERRULE, CONVAIR 93-71300-004 -V59730- 

1 


2 


GSB109 

. . FERRULE, CONVAIR 93-71301-002 -V59730- 

1 


2 

-777 

22-64625 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 2 

1 


1 



TR 26 TO TANK FEED THRU LH 





22-64626 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 3 

1 


1 



TR 26 TO TANK FEED THRU RH 





1 - B17-1 

. . CONNECTOR, CONVAIR 92-47000-020 -V95712- 

1 


1 


36153 

. . TERMINAL, CONVAIR 9B-90805-003 -V00779- 

1 


2 


GSB109 

. . FERRULE, CONVAIR 93-71301-002 -V59730- 

1 


1 


GSC175 

. . FERRULE, CONVAIR 93-71300-004 -V59730- 

1 


1 

-778 

22-64627-1 

. HARNESS ASSEMBLY, MAIN FUEL TANK 2 PROBES 

1 


1 



TO WING DISCONNECT FEED THRU TO TR 29 LH 





22-64628-1 

. HARNESS ASSEMBLY, MAIN FUEL TANK 3 PROBES 

1 


1 



TO WING DISCONNECT FEED THRU TO TR 30 RH 





1-817-1 

. . CONNECTOR, CONVAIR 92-47000-020 -V95712- 

1 


3 


GSC175 

. . FERRULE, CONVAIR 93-71300-004 -V59730- 

1 


n 


GSB109 

. . FERRULE, CONVAIR 93-71301-002 -V59730- 

1 


11 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


21 


320553 

. . TERMINAL, CONVAIR 90-90805-020 -V00779- 

1 


1 

-779 

22-64627 

. HARNESS ASSEMBLY, MAIN FUEL TANK 2 PROBES 

1 


1 



TO WING DISCONNECT TR 30 TO TR 29 LH 





22-64628 

. HARNESS ASSEMBLY, MAIN FULL TANK 3 PROBES 

1 


1 



TO WING DISCONNECT TR 32 TO TR 30 RH 





36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


8 


320553 

. . TERMINAL, CONVAIR 96-90B05-020 -V00779- 

1 


2 
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FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 -780 

22-64302-23 

- HARNESS ASSEMBLY* FUEL TANK TRANSFER 

1 

4 

1 



BOOSTER PUMP IH 





22-64302-43 

. HARNESS ASSEMBLY* FUEL TANK TRANSFER 

5 


1 



BOOSTER PUMP LH 





22-64302-25 

. HARNESS ASSEMBLY* FUEL TANK TRANSFER 

1 

4 

1 



BOOSTER PUHP RH 





22-64302-45 

. HARNESS ASSEMBLY* FUEL TANK TRANSFER 

5 


1 



BOOSTER PUMP RH 





14043 

. . CONNECTOR, CONVAIR 92-50305-001 -V17419- 

1 


1 


HWP718-lPt 

. . TERMINAL BOARD* CONVAIR 98-9T724-002 

1 


1 



-V09922- 





36153 

• * TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


AN 3058-12 

• . CONDUIT 

1 


1 


AN3066-12 

. . NUT 

1 


1 


AM960-2016L 

. . WASHER 

1 


1 

-781 

22-64302-1 

. HARNESS ASSEMBLY,. SWITCH FLOAT FUEL PUHP LH 

1 

4 

1 


22-64302-27 

. HARNESS ASSEMBLY, SWITCH FLOAT FUEL PUMP LH 

5 


1 


22-64302-15 

. HARNESS ASSEMBLY* SWITCH FLOAT FUEL PUHP RH 

1 

4 

1 


22-64302-37 

. HARNESS ASSEMBLY, SWITCH FLOAT FUEL PUHP RH 

5 


1 


14043 

. . CONNECTOR* CONVAIR 92-50305-001 -V17419- 

1 


1 


CA3100ER10SL3P 

. . CONNECTOR, CONVAIR 92-50272-002 -V71468- 

1 


1 


MWP71B-1P1 

- . TERMINAL BOARD* CONVAIR 98-91724-002 

1 


1 



-V009922- 





36153 

. . TERMINAL, LH CONVAIR 98-90805-003 -V00779 

1 


1 

-702 

22-64302-5 

* HARNESS ASSEMBLY* FUEL BOOSTER PUMP LH 

1 

4 

1 


22-64302-31 

. HARNESS ASSEMBLY, FUEL BOOSTER PUMP LH 

5 


1 


22-64302-17 

. HARNESS ASSEMBLY* FUEL BOOSTER PUMP RH 

1 

4 

1 


22-64302-39 

• HARNESS ASSEMBLY* FUEL BOOSTER PUMP RH 

5 


1 


14043 

. . CONNECTOR* CONVAIR 92-50305-001 -V17419- 

1 


2 


MWP71B—1P1 

. * TERMINAL BOARD* CONVAIR 98-91724-002 

1 


1 



-V09922- 
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WING LEADING EDGE ELECTRICAL HARNESSES 
FIGURE 2 (SHEET 1 OF 2) 
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ELECTRICAL HARNESSES 
WING 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 3 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

2 


WING LEADING EDGE ELECTRICAL HARNESSES 






SEE 22-64002 




-783 

22-64509 

. HARNESS ASSEMBLY, OUTBD LH BLEED AIR VALVE 

1 


1 



TO PERMANENT SPLICE 




-703.1 

22-64608 

. HARNESS ASSEMBLY, OUTBD RH BLEED AIR VALVE 

1 


1 



TO PERMANENT SPLICE 





EX06-12S3S 

. . CONNECTOR, CONVAIR 92-40332-003 -V7146B- 

1 


1 


EX06-105L4S 

. . CONNECTOR, CONVAIR 92-40332-002 -V7146B- 

1 


1 


024049-0000 

. . CONTACT, CONVAIR 92-63901-011 -V7146B- 

1 


3 


024040-0000 

. . CONTACT, CONVAIR 92-63901-012 -V7146B- 

1 


1 


320570 

. . CONDUCTOR, CONVAIR 90-34001-002 -V00779- 

1 


1 


320562 

. . CONDUCTOR, CONVAIR 98-34001-001 -V00779- 

1 


1 

-784 

22-64619 

. HARNESS ASSEMBLY, FEED THRU PANEL A TO 

1 


1 



LH WING TEMPERATURE SENSOR 




-70S 

22-64620 

. HARNESS ASSEMBLY, FEEO THRU PANEL A TO 

1 


1 



RH WING TEMPERATURE SENSOR 





36151 

. . TERMINAL, CONVAIR 9B-90B05-001 -V00779- 

1 


17 


320559 

. . CONDUCTOR, CONVAIR 9B-34001-003 -V00779- 

1 


3 


320570 

. . CONDUCTOR CONVAIR 9B-34001-002 -V00779- 

1 


1 


320562 

. . CONDUCTOR, CONVAIR 9B-3400I-00! -V0O779- 

1 


3 

-706 

22-64988 

. HARNESS ASSEMBLY, TEMPERATURE SENSOR 

1 


1 



WING LEADING EDGE OUTBD LH 




-706,1 

22-64991 

. HARNESS ASSEMBLY, TEMPERATURE SENSOR 

1 


1 



WING LEADING EDGE OUTBO KH 




-787 

22-64989 

. HARNESS ASSEMBLY, TEMPERATURE SENSOR 

1 


1 



MING LEADING EDGE CENTER LH 





22-64992 

. HARNESS ASSEMBLY, TEMPERATURE SENSOR 

1 


1 



HING LEADING EDGE CENTER RH 





320559 

. . CONDUCTOR, CONVAIR 9B-34001-003 -V00779- 

1 


4 


JF2P2S 

. . CONNECTOR, CONVAIR 92-50224-007 -VB1312- 

1 


1 

-789 

22-64519 

. HARNESS ASSEMBLY, BLEED AIR VALVE TO 

1 


1 



PERMANENT SPLICE IN8D LH 





EX06-12S3S 

. . CONNECTOR, CONVAIR 92-40332-003 -V7146B- 

1 


1 


EX06—10SL4S 

. . CONNECTOR, CONVAIR 92-40332-002 -V7I468- 

1 


1 


024040-0000 

. . CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


1 


024049-0000 

. . CONTACT, CONVAIR 92-63901-011 -V7I460- 

1 


3 

-790 

22-64545 

. HARNESS ASSEMBLY, BLEEO AIR VALVE TO 

1 


1 



CENTER PERMANENT SPLICE LH 




-790.1 

22-64546 

. HARNESS ASSEMBLY, BLEED AIR VALVE TO 

1 


1 



CENTER PERMANENT SPLICE RH 





6X06-1253S 

. . CONNECTOR, CONVAIR 92-40332-003 -V71460- 

1 


1 


EX06-10SL4S 

. . CONNECTOR, CONVAIR 92-40332-002 -V71468- 

1 


1 


031-0667-000 

. . CONTACT, CONVAIR 92-63901-012 -V7t468- 

1 


1 


031-0614-000 

. . CONTACT, CONVAIR 92-63901-011 -V7146B- 

1 


3 

-792 

22-64505-1 

. HARNESS ASSEMBLY, FEEO THRU PANEL A TO 

1 


1 



VENT SCOOP LH 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -VD0779- 

1 


1 

-793 

22-64990 

. HARNESS ASSEMBLY, TEMPERATURE SENSOR 

1 


1 



HING LEAOING EDGE INBD LH 





22-64993 

. HARNESS ASSEMBLY, TEMPERATURE SENSOR 

1 


1 



HING LEADING EDGE INBD RH 





320559 

. . CONDUCTOR, CONVAIR 9B-3400I-003 -V00779- 

1 


4 


JF2P2S 

. . CONNECTOR, CONVAIR 92-50224-007 -V8I312- 

1 


1 

-794 

22-64589 

. HARNESS ASSEMBLY, FEED THRU PANEL A TO 

1 


1 



LANDING LIGHT TRANSFORMER INBD LH 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 
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WING TRAILING EDGE ELECTRICAL HARNESSES 
FIGURE 3 (SHEET 1 OF 2) 
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ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 3 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

3 


WING TRAILING EDGE ELECTRICAL HARNESSES 






SEE 22-64002 




-795 

22-64515 

. HARNESS ASSEMBLY. STATIC EXCITER TO 

1 


1 



ENGINE 1 REAR SPAR PERMANENT SPLICE LH 





22-64516 

. HARNESS ASSEMBLY, STATIC EXCITER TO 

1 


1 



ENGINE 4 REAR SPAR PERMANENT SPLICE RH 




-796 

22-64517 

. HARNESS ASSEMBLY* STATIC EXCITER TO 

1 


1 



ENGINE 2 REAR SPAR PERMANENT SPLICE L H 





22-6451B 

. HARNESS ASSEMBLY* STATIC EXCITER TO 

1 


1 



ENGINE 3 REAR SPAR PERMANENT SPLICE RH 





YAEV6C-L4 

. . TERMINAL, CONVAIR 98-90B06-007 -V0219B- 

1 


3 

-797 

22-6463B-1 

• HARNESS ASSEMBLY, STATIC EXCITER 2 TO 

1 


1 



PERMANENT SPLICE LH 





22-64639-1 

. HARNESS ASSEMBLY, STATIC EXCITER 3 TO 

1 


1 



PERMANENT SPLICE RH 





320563 

. . TERMINAL, CONVAIR 96-90B05-012 -V00779- 

1 


2 

-798 

22-64637-1 

. HARNESS ASSEMBLY, STATIC EXCITER 1 TO 

1 


1 



PERMANENT SPLICE LH 





22-64640-1 

. HARNESS ASSEMBLY, STATIC EXCITER 4 TO 

1 


1 



PERMANENT 5PLICE RH 





36153 

. . TERMINAL, LH CONVAIR 98-90005-003 -V00779 

1 


3 


36153 

. . TERMINAL, RH CONVAIR 98-90805-003 -V00779 

1 


2 

—799 

22-64553 

* HARNESS ASSEMBLY, FEED THRU PANEL W TO LINE 

1 


1 



AND CROSS FEED VALVES LH 





36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


10 


EX06-12S3S 

. . CONNECTOR, CONVAIR 92-40332-003 -V71468- 

1 


1 


024048-0000 

. • CONTACT, CONVAIR 92-63901-012 -V71468- 

1 


22 


024049-0000 

. . CONTACT, CONVAIR 92-63901-011 -V71468- 

1 


ti 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


8 


EX06-16SIS 

. . CONNECTOR, CONVAIR 92-40332-007 -V71460- 

1 


4 
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MAIN FUEL TANK 1 AND 4 WING ELECTRICAL HARNESSES 

FIGURE 4 


C 




















ELECTRICAL HARNESSES 
WING 


CON V AIR 8B 


ILLUSTRATED PARTS CATALOG 




FIGURE 

AND 

INDEX NO. 

PART NUMBER 

i.lAUCWI/"l ATIIBC 

USAGE | 

CODE ' 

UNITS 

PER 

ASSEMBLY 

NOMENCLATURE 

1 2 3 4 5 6 

FROM 

TO 

4 


MAIN FUEL TANK 1 AND 4 WING ELECTRICAL 






HARNESSES SEE 22-64003 

i 



-BOO 

22-64623-1 

. HARNESS ASSEHBLYi MAIN FUEL TANK 1 PROBES 

1 


1 



TO TR 9 THRU TR 11 WING DISCONNECT 





22-64624-1 

. HARNESS ASSEMBLY, MAIN FUEL TANK 4 PROBES 

1 


1 



TO TR 9 THRU TR 11 WING DISCONNECT 





36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


4 

-801 

22-64650 

. HARNESS ASSEMBLY, MAIN FUEL TANK 1 PROBES 

l 


1 


22-64649 

. HARNESS ASSEMBLY, MAIN FUEL TANK 4 PROBES 

1 


1 


36153 

. . TERMINAL, CONVAIR 9B-90B05-003 -V00779- 

1 


2 

-802 

22-64650-1 

. HARNESS ASSEMBLY, MAIN FUEL TANK 1 PROBES 

1 


1 j 


22-64649-1 

. HARNESS ASSEMBLY, MAIN FUEL TANK 4 PROBES 

1 


1 


GSC175 

. . FERRULE, CONVAIR 93-71300-004 -V59730- 

1 


4 


GSB109 

. . FERRULE, CONVAIR 93-71301-002 -V59730- 

l 


4 


36153 

. . TERMINAL. CONVAIR 98-90805-003 -V00779- 

1 


7 


320553 

. . TERMINAL, CONVAIR 96-90805-020 -V00779- 

1 , 


1 

-803 

22-64623-801 

. HARNESS ASSEMBLY, MAIN FUEL TANK I PROBES 

1 


1 



TO TR 9 THRU TR 11 WING DISCONNECT 





22-64624-801 

. HARNESS ASSEMBLY, MAIN FUEL TANK 4 PROBES 

1 


1 



TO TR 9 THRU TR 11 WING DISCONNECT 





GSfl109 

. . FERRULE, CONVAIR 93-71301-002 -V59730- 

1 


4 


DSC 175 

. . FERRULE. CONVAIR 93-71300-004 -V59730- 

1 


4 


36153 

. . TERMINAL, CONVAIR 96-90805-003 -V00779- 

1 


8 

-B04 

22-64651 

. HARNESS ASSEMBLY, MAIN FUEL TANK 1 PROBES 

1 


1 


22-64648 

. HARNESS ASSEMBLY, MAIN FUEL TANK 4 PROBES 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


4 

-805 

22-64302-3 

. HARNESS ASSEMBLY, FUEL COMPENSATOR 

1 

4 

2 


22-64302-29 

. HARNESS ASSEMBLY, FUEL COMPENSATOR 

5 


2 

-806 

22-64302-7 

. HARNESS ASSEMBLY, BOOSTER AND FUEL PUMP 

1 

4 

2 


22-64302-33 

. HARNESS ASSEMBLY, BOOSTER AND FUEL PUMP 

5 


2 


36153 

. . TERMINAL, CONVAIR 9B-90805-003 -V00779- 

1 


l 


MW P710—IP 1 

. . TERMINAL, CONVAIR 98-91724-002 -V09922- 

1 


1 


CA3100EK105L3P 

. . CONNECTOR, CONVAIR 92-50272-002 -V7146B- 

1 


1 


14043 

. . CONNECTOR, CONVAIR 92-50305-001 -V17419- 

1 


1 

-807 

22-64302-9 

. HARNESS ASSEMBLY, TRANSFER PUMP INBD LH 

l 

4 

1 


22-64302-35 

. HARNESS ASSEMBLY, TRANSFER PUMP INBD LH 

5 


1 


22-64302-19 

. HARNESS ASSEMBLY, TRANSFER PUMP INBD RH 

1 

4 

1 


22-64302-41 

. HARNESS ASSEMBLY, TRANSFER PUMP INBO RH 

5 


1 


HWP718-1P1 

. . TERMINAL, CONVAIR 9B-9I724-002 -V09922- 

1 

I 

1 


14043 

. . CONNECTOR, CONVAIR 92-50305-001 -V17419- 

1 


2 

-808 

22-64651-1 

HARNESS ASSEMBLY, MAIN FUEL TANK 1 PROBES 

1 


1 | 


22-64640-1 

. HARNESS ASSEMBLY, MAIN FUEL TANK 4 PROBES 

1 


1 


GS01O9 

. . FERRULE, CONVAIR 93-71301-002 -V5973D- 

1 


4 


G5C175 

. . FERRULE, CONVAIR 93-71300-004 -V59730- 

1 


4 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


B 

-809 

22-64623-3 

. HARNESS ASSEMBLY, MAIN FUEL TANK 1 PROBES 

1 


1 



TO TR 23 TH1U TR 20 WINS DISCONNECT 





22-64624-3 

. HARNESS ASSEMBLY, MAIN FUiiL TANK 4 PROBES 

1 


1 



TO TK 23 THRU TR 20 WING DISCONNECT 





36153 

. . TERMINAL, CONVAIR 98-90605-003 -V00779- 

' 

1 


4 

i 

i 
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CONVAIR 

ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
WING 


FIGURE 

AND 

INDEX NO. 


PART NUMBER 


NOMENCLATURE 


12 3 4 5 6 


USAGE 

CODE 


FROM TO 


UNITS 

PER 

ASSEMBLY 


4 -810 


—B11 


-812 


22-64623-603 

22-64624-603 

36153 

GSC175 

GSR109 

22-64623-5 

22-64624-5 

1-817-1 

36153 

GSC175 

G5B109 

22-64623-805 

22-64624-805 

36153 


HARNESS ASSEMBLY, MAIN FUEL TANK 1 PROBES 
TO TR 23 THRU TR 20 WING DISCONNECT 
HARNESS ASSEMBLY, MAIN FUEL TANK 4 PROBES 
TO TR 23 THRU TR 20 WING DISCONNECT 
. TERMINAL, CONVAIR 98-90805-003 -V00779- 

• FERRULE, CONVAIR 93-71300-004 -V59730- 

• FERRULE, CONVAIR 93-71301-002 -V59730- 

HARNESS ASSEMBLY, MAIN FUEL TANK 1 PROBES 

TO TR 21 THRU TR 23 WING DISCONNECT 
HARNESS ASSEMBLY, MAIN FUEL TANK 4 PROBES 
TO TR 21 THRU TR 23 WING DISCONNECT 

• CONNECTOR, CONVAIR 92-47000-020 -V95712- 

. TERMINAL, CONVAIR 98-90805-003 -V00779- 
. FERRULE, CONVAIR 93-71300-004 -V59730- 

. FERRULE, CONVAIR 93-71301-002 -V59730- 

HARNESS ASSEMBLY, MAIN FUEL TANK 1 PROBES 
TO TR 21 THRU TR 23 WING DISCONNECT 
HARNESS ASSEMBLY, MAIN FUEL TANK 4 PROBES 
TO TR 21 THRU TR 23 WING DISCONNECT 
. TERMINAL, CONVAIR 96-90805-003 -V00779- 
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WING 
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WING REAR SPAR ELECTRICAL HARNESSES 
FIGURE 5 (SHEET 1 OF 3) 




































ELECTRICAL HARNESSES 
WING 


CONVAIR 8S 
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WING REAR SPAR ELECTRICAL HARNESSES 
FIGURE 5 (SHEET 2 OF 3 ) 
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C O NVAIR 


ILLUSTRATED PARTS CATALOG 


ELECTRICAL HARNESSES 
WING 
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WING REAR SPAR ELECTRICAL HARNESSES 
FIGURE 5 (SHEET 3 OF 3 ) 


































ELECTRICAL HARNESSES 
WING 


CON V AIR 88, 


ILLUSTRATED PARTS CATALOG 




FIGURE 

AND 

INDEX NO. 

PART NUMBER 


USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

NOMENCLATURE 

12 3 4 5 6 

FROM 

TO 

5 

-B13 

-814 

-815 

-815 

-817 

22-649B2 

22-64984 

22-64645 

22-64644 

PT06EB-4S 

320559 

22-64643 

22-64642 

320562 

0M9700-7S 

22-64647 

22-64646 

EX06-12S3S 

320559 

HiNG REAR SPAR ELECTRICAL HARNESSES 

SEE 22-64003 

. HARNESS ASSEMBLY. COPILOT FLUX GATE MING 

TIP TO BOX SECTION TERMINAL STRIP 
. HARNESS ASSEMBLY. PILOT FLUX GATE MING 

TIP TO BOX SECTION TERMINAL STRIP 
. HARNESS ASSEMBLY. FLAP ASSYHETRY SWITCH 

TO PERMANENT SPLICE LH 
. HARNESS ASSEMBLY, FLAP ASSYMMETRY SWITCH 

TO PERMANENT SPLICEKH 

. . CONNECTOR, CONVAIR 92-40325-006 -V06340- 
. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 
. HARNESS ASSEMBLY, FLAP TRANSMITTER TO 

PERMANENT SPLICE LH 

. HARNESS ASSEMBLY, FLAP TRANSMITTER TO 

PERMANENT SPLICE RH 

. . TERMINAL, CONVAIR 9B-34001-001 -V00779- 
. . CONNECTOR, CONVAIR 92-40317-001 -VI7419- 
. HARNESS ASSEMBLY, MAIN TRANSMITTER PRESSURE 

SWITCH 1 TO PERMANENT SPLIC r QUTUD 
. HARNESS ASSEMBLY, MAIN TRANSMITTER PRESSURE 

SWITCH 4 TO PERMANENT SPLICE OUT 3D 
. . CONNECTOR, CONVAIR 92-40332-003 -V71468- 
. . CONDUCTOR, CONVAIR 98-34001-003 -V00779- 

1 

1 

l 

1 

1 

1 

1 

1 

1 

1 

1 

1 

l 

1 


1 

1 

1 

1 

1 

4 
l 

1 

5 i 

1 

1 

l 

1 

l 
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REPLENISHING FUEL TANK 1 AND 4 WING 
ELECTRICAL HARNESSES 
FIGURE 6 























ELECTRICAL HARNESSES 
WING 


CONVAIR SO¬ 


IL LUSTRATED PARTS CATALOG 


FIGURE 



USAGE 

UNITS 

AND 

PART NUMBER 

NOMENCLATURE 

CODE 

INDEX NO. 

FROM 


PER 




1 2 3 4 5 6 

TO 

ASSEMBLY 

6 


REPLENISHING FUEL TANKS 1 AND 4 WIN 1 . 




-BIB 


ELECTRICAL HARNESSES SEE 22-64004 




22-64617-5 

. HARNESS ASSEMBLY, REPL.NISHING FUEL TANK 1 

1 


| 



PROBES TO TR 12 THRU TR 14 LH 




22-64616 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 4 

1 


1 



PROBES TO TR 12 THRU TR 14 KH 




1-917-1 

• . CONNECTOR * TANK 1 CONVAIR 92-47000-020 

I 


| 



-V95712- 





36153 

• . TERMINAL, CONVAIR 98-90305-003 -VU0779- 

1 


10 


GSC175 

. . FERRULE, CONVAIR 93-/1300-004 -9597^0- 

1 



-919 

GS9109 

. . FERRULE, CONVAIR 93-71301-002 -V59730- 

1 



22-64617 

. HARNESS ASSEMBLY, REPLENISHING FU_L TA ,K 1 

1 





PROBES TO TR 12 THRU TR 14 LH 





22-64610-803 

. HARNESS ASSEMBLY, REPLENISHING FiLL TANK 4 

1 


1 


36153 

PROBES TO TR 12 THRU TR 14 M 




• * TERMINAL, CONVAIR 96-90605-003 -VU0779- 

1 


5 

-820 

1-916-1 

. - CONNECTOR, CONVAIR 92-47000-024 -V95712- 

1 


J 

22-64617-1 

. HARNESS ASSEMBLY, REPLENISHING FJEL TANK t 

1 



22-64610-5 

PROBES TO TR 14 THRU TR 18 LH 
. HARNESS ASSEMBLY, REPLENISHING FJEL TANK 4 

1 


1 

-921 

36153 

PROBES TO TR 14 THRU TR 19 RH 
. . TERMINAL, CONVAIR 98-90605-001 -V00779- 

1 


1; 

22-64617-801 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 1 

1 





PROBES TO TR 14 THRU TR 19 LH 





22-64616-1 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 4 

1 


1 



PROBES TO TR 14 THRU TR 19 ,<H 




36153 

• . TLRMI.NAL, CONVAIR 98-90905-003 -V00779- 

1 


11 


GSCI75 

. . FERRULE, CONVAIR 93-71300-004 -V59730- 

1 


4 

-322 

GSB109 

- . FERRULE, CONVAIR 93-71301-002 -Vj9730- 

1 


>1 

22-64617-803 

. HARNESS ASSEMBLY, REPLENISHING FU.1L TANK 1 

1 


\ 



PROBES TO TR IB THRU TR 19 LH 





22-64610-3 

. HARNESS ASSEMBLY, REPLENISHING FUEL TANK 4 

1 


1 


36153 

PROBES TO TR 10 THRU TR 19 KH 




. . TERMINAL, CONVAIR 98-90305-003 -V007/9- 

1 


4 


GSC175 

. . FERRULE, CONVAIR 93-71300-004 -V59730- 

1 


2 

-923 

GS9109 

. . FERRULE, CONVAIR 93-71301-002 -V5973D- 

1 


2 

22-64617-3 

. HARNESS ASSEMBLY, REPLENISHING FULL TANK 1 

1 




PROBfcS TO TR IB THRU TR 19 Lll 





22-64618-801 

. HARNESS ASSEMBLY, REPLENISHING FULL TANK 4 

1 


1 


36153 

PROBES TO TR IB THRU TR 19 RH 




. . TERMINAL, CONVAIR 98-90305-003 -V007/9- 

1 


2 
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C O N V A I R_ 

ELECTRICAL HARNESSES 

ILLUSTRATED PARTS CATALOG WING 



9 ^_H WING TRAILING EDGE OUTBD ELECTRICAL HARNESSES Apr. 28/61 

Page 2k FIGURE J A 



















ELECTRICAL HARNESSES 
WING 


CONVAIR OR’ 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 


—824 

-825 

-826 


-B27 

-828 


PART NUMBER 


22-64975 

22-64979 

22-64985-1 

22-649B5 

36153 

PT06E14-5S 

22-64977-1 

22-64978-1 


NOMENCLATURE 


1 2 3 4 5 6 


WING TRAILING EDGE OUTBD ELECTRICAL 
HARNESSES SEE 22-64004 
HARNESS ASSEMBLY* WING TIP LIGHT TO 
WING TIP TERMINAL STRIP LH 
HARNESS ASSEMBLY* REFUEL VALVES TO BOX 
SECTION PERMANENT SPLICE LH 
HARNESS ASSEMBLY* PERMANENT SPLICE TO 
LANOING LIGHT LH 

HARNESS ASSEMBLY* PERMANENT SPLICE TO 
LANDING LIGHT LH 

. TERMINAL, CONVAIR 96-90905-003 -V00779- 
. CONNECTORt CONVAIR 92-40325-016 -VO604O- 
HARNESS ASSEMBLY! COPILOT FLUX GATE 
RECEPTACLE TO TERMINAL STRIP 
HARNESS ASSEMBLY! PILOT FLUX GATE 
RECEPTACLE TO TERMINAL STRIP 


A AIRPLANES 1 v 9 AND ON 


USAGE 

CODE 


FROM TO 


UNITS 

PER 

ASSEMBLY 


I 

1 

1 

1 

AK 

I 

1 
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ELECTRICAL HARNESSES 
POD AND PYLON 
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SECTION V 
Chapter 94 

ELECTRICAL HARNESSES 


POD AND PYLON ELECTRICAL HARNESSES 
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Page 1 




CONVAIR 



ELECTRICAL HARNESSES 
POD AND PYLON 


ILLUSTRATED PARTS CATALOG 





t3.04.f4 13.001 
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9^-12 
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POD AND PYLON 1 ELECTRICAL HARNESSES 
FIGURE 1 (SHEET 1 OF 2) 







































ELECTRICAL HARNESSES 
POD AND PYLON 


CONVAIR 8S 


ILLUSTRATED PARTS CATALOG 



Feb. 10/62 POD AND PYLON 1 ELECTRICAL HARNESSES 9^-12 

A-2 FIGURE 1 (SHEET 2 OF 2 ) Page 3 























































CONVAIR S6] 


ELECTRICAL HARNESSES 
POD AND PYLON 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

1 


P00 AND PYLON 1 ELECTRICAL HARNESSES 

1 


REF 

-029 

22-64900 

. HARNESS ASSEHBLY V PYLON 1 A C GENERATOR 

1 


1 



FIREWALL DISCONNECT TO REAR SPAR 





AN3057—20A 

. . ADAPTER 

1 


1 


YAEV6C-L 

. . TERMINAL, CONVAIR 98-90806-006 -V09922- 

1 


1 


FW00-32-17P 

• . CONNECTOR! CONVAIR 92-50292-004 -V7I460- 

1 


1 

-830 

22-64916 

. HARNESS ASSEMBLY, PYLON 1 OIL QUANTITY 

1 


1 



FIREWALL DISCONNECT TO REAR SPAR 





1-017-1 

• * PLUG, CONVAIR 92-47000-020 -V95712- 

1 


1 


CA00KE12S3S 

. . CONNECTOR, CONVAIR 92-50291-008 -V71468- 

1 


1 

-931 

22-64930 

. HARNESS ASSEMBLY, PYLON 1 FIRE EXTINGUISHER 

1 


1 



AND DETECTOR DISCONNECT TO REAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


2 


320559 

• * SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


4 


CA00K622—19S 

. * CONNECTOR, CONVAIR 92-50291-005 -V71468- 

1 


1 

-832 

22-64934-1 

. HARNESS ASSEMBLY, PYLON 1 HYDRAULIC VALVE 

A 


1 



TO REAR SPAR 





22-64934 

. HARNESS ASSEMBLY, PYLON 1 HYDRAULIC VALVE 

2 

6 

1 



TO REAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

l 


2 


320562 

. . SPLICE, CONVAIR 9B-34001-001 -V00779- 

1 


3 


36153 

. . TERMINAL, CONVAIR 98-90905-003 -V00779- 

1 


1 


PT06E10-65 

. . CONNECTOR, CONVAIR 92-40325-008 -V06840- 

1 


1 

-B33 

22-64939 

. HARNESS A5SLMBLY, PYLON 1 BLEED AIR VALVE 

1 


1 



FIREWALL DISCONNECT TO REAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


2 


CA06KE14S2S 

. . CONNECTOR, CONVAIR 92-40327-004 -V71468- 

1 


1 

-034 

22-64938-1 

. HARNESS ASSEMBLY, PYLON 1 BLEED AIR VALVE 

1 


1 



TO FIREWALL DISCONNECT 





AN3057-4A 

. . ADAPTER 

1 


1 


CA3108KE10SL4S 

. . PLUG, CONVAIR 92-40341-007 -V7146B- 

1 


1 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


2 


320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 

-035 

22-64947 

. HARNESS ASSEMBLY, PYLON 1 FUEL SHUTUFF 

1 


1 



VALVE TO REAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


1 


CA06KE14S5S 

. . CONNECTOR, CONVAIR 92-40337-001 -V7I468- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V0Q779- 

1 


1 



A AIRPLANES 1, 7 AND ON 





9k-12 
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ELECTRICAL HARNESSES 
POD AND PYLON 


CONVAIR 881 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

kimickin atiidc 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

NOMENCLATURE 

1 2 3 4 5 6 

FROM 

TO 

1 —B36 

22-64904-803 

. HARNESS ASSEMBLY, PYLON 1 HISCELLANtOUS 1 

8 


1 



FIREWALL DISCONNECT TO Ri_AR SPAR 





22-64904 

. HARNESS ASSEMBLY, PYLON 1 MISCELLANEOUS 1 

2 

6 

1 



FIREWALL DISCONNECT TO REAR SPAR 





22-64904-1 

. HARNESS ASSEMBLY, PYLON 1 MISCELLANEOUS 1 

11 


1 



FIREWALL DISCONNECT TO REAR SPAR 





AN3057-16A 

. . ADAPTER 

1 


1 


320570 

* * SPLICEt CONVAIR 9B-34001-002 -V00779- 

1 


1 


FW00-2B-21P 

• . CONNECTOR, CONVAIR 92-50292-002 -V71468- 

1 


1 

-337 

22-64952 

. HARNESS ASSEMBLY, PYLON 1 MISCELLANEOUS 2 

1 


1 



FIREWALL DISCONNECT TO REAR SPAR 





AN3057-16A 

. . ADAPTER 

1 


1 


FW00-24-2IP 

. . CONNECTOR, CONVAIR 92-50292-001 -V7146B- 

1 


1 

-33B 

22-64912 

. HARNESS ASSEMBLY, PYLON 1 MISCELLANEOUS 3 

1 


1 



FIREWALL DISCONNECT TO REAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


8 


CA00KE28-12P 

* , CONNECTOR, CONVAIR 92-50291-004 -V71468- 

1 


1 

-33? 

22-64920 

. HARNESS ASSEMBLY, PYLON 1 EXHAUST GAS 

1 


1 



TEMPERATURE DISCONNECT TO REAR SPAR 





CA00KE12S3P 

. . CONNECTOR, CONVAIR 92-50291-007 -V71468- 

1 


1 


AN5S48-8 

. . TERMINAL, CONVAIR 98-90B19-00B 

1 


1 


AN554B-7 

. . TERMINAL, CONVAIR 90-90919-007 

l 


1 

-840 

22-64943 

. HARNESS ASSEMBLY, PYLON 1 HYDRAULIC 

1 


l 



PRESSURE SWITCH TO REAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


1 


EX06-14S7S 

. . CONNCCTOR, CONVAIR 92-40332-006 -V7146B- 

1 


1 


36153 

. „ TERMINAL, CONVAIR 96-90905-003 -V00779- 

1 


1 


031-0550-000 

. . CONTACT, CONVAIR 92-63901-009 -V71468- 

I 


3 

—841 

22-64961-1 

. HARNESS ASSEMBLY, PYLON 1 FIRE DETECTOR 

1 


1 



FIREWALL TO SPLICE 





35303-2 

. . FITTING, END MFR TO SPEC CONT 22-02427-16 

1 


1 



-V73168- 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7I468- 

l 


2 


CA00KE1455S 

. . CONNECTOR, CONVAIR 92-50291-006 -V7I468- 

1 


1 



B AIRPLANES 1 AND 7 THRU 10 
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CON V AIR BQ' 


ELECTRICAL HARNESSES 
POD AND PYLON 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

I -an 2 

22-64929 

. HARNESS ASSEMBLY* PYLON 1 FIRE 

1 


1 



EXTINGUISHER AND DETECTOR CONTROL 






UNIT TO PYLON DISCONNECT 





225-0017-000 

. . PLUG, CQMVAIR 96-91200-007 -V71468- 

1 


2 


SO-1015-4309 

- * SOCKET, CONVAIR 98-24506-006 -V00614- 

1 


2 


CA06KEI4S2S 

. . CONNECTOR, CONVAIR 92-40327-004 -V7I460- 

1 


2 


CA36KE22-19P 

. . CONNECTOR, CONVAIR 92-40327-010 -V71468- 

1 


1 


CA06KE10S2S 

. * CONNECTOR, CONVAIR 92-40327-016 -V7146B- 

1 


2 


EX06-10SL4S 

- • CONNECTOR, CONVAIR 92-40332-002 -V7146B- 

1 


1 


320551 

• • TERMINAL, CONVAIR 98-90805-028 -V00779- 

1 


2 


320552 

. . TERMINAL, CONVAIR 90-90805-026 -V7I468- 

1 


9 


031-0550-000 

• . CONTACT, CONVAIR 92-63901-009 -V71468- 

1 


2 


320562 

. . SPLICE, CONVAIR 90-34001-001 -V00779- 

1 


3 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


4 


22-61342-279 

, . NAMEPLATE, OVERHEAT TEST REC 

1 


1 


22-61342-281 

. . NAMEPLATE, FIRE TEST REC 

1 


1 

-843 

22-65507-3 

. HARNESS ASSEMBLY, POD 1 NOSE COWL 

C 


1 



EQUIPMENT TO ENGINE DISCONNECT 





22-65507 

. HARNESS ASSEMBLY, POO 1 NOSE COWL 

2 

7 

1 



EQUIPMENT TO ENGINE DISCONNECT 





22-65507-801 

. HARNESS ASSEMBLY, POO 1 NOSE COWL 

11 


1 



EQUIPMENT TO ENGINE DISCONNECT 





CTQOE24-21P 

. . CONNECTOR, CONVAIR 92-50293-016 -V71460- 

1 


1 


EXQ6-10SL3S 

- - CONNECTOR, CONVAIR 92-40332-001 -V7146B- 

1 


1 


EX06-12S3S 

. . CONNECTOR, CONVAIR 92-40332-003 -V7I460- 

1 


1 


EX06-10SL4S 

. . CONNECTOR, CONVAIR 92-40332-002 -V71468- 

1 


2 


031-0614-000 

. . CONTACT, CONVAIR 92-63901-011 -V71460- 

1 


9 


320562 

- . SPLICE, CONVAIR 9H-34001—001 -V00779- 

1 


1 
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CONVAIR 



ELECTRICAL HARNESSES 
POD AND PYLON 


ILLUSTRATED PARTS CATALOG 
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POD AND PYLON 2 ELECTRICAL HARNESSES 
FIGURE 2 (SHEET 1 OF 2) 























































ELECTRICAL HARNESSES 
POD AND PYLON 


C O N V A I R 88 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

klALiBkin ATIIDC 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

NOMcNLLATUKc 

1 2 3 4 5 6 

FROM 

TO 

2 -852 

22-64905-803 

. HARNESS ASSEMBLY, PYLON 2 MISCELLANEOUS 1 

8 


1 



FIREWALL DISCONNECT TO REAR SPAR 





22-64905 

. HARNESS ASSEMBLY, PYLON 2 MISCELLANEOUS 1 

2 

6 

1 



firewall disconnect to rear spar 





22-64V05-1 

. HARNESS ASSEMBLY, PYLON 2 MISCELLANEOUS 1 

11 


1 



FIREWALL DISCONNECT TO REAR SPAR 





AN3057-16A 

. . ADAPTER 

1 


1 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V71468- 

1 


1 


FW00-2B—21P 

• - CONNECTOR, CONVAIR 92-50292-002 -V71468- 

1 


( 

-053 

22-64953 

. HARNESS ASSEMBLY, PYLON 2 MISCELLANEOUS 2 

1 


1 



FIREWALL DISCONNECT TU REAR SPAR 





AN3057-16A 

. . ADAPTER 

1 


1 


FH00-24-21P 

. . CONNECTOR, CONVAIR 92-50292-001 -V7146B- 

1 


1 

-354 

22-64913 

. HARNESS ASSEMBLY, PYLON 2 MISCELLANEOUS 3 

1 


1 



FIREWALL DISCONNECT TO REAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


3 


CA00KE28-12P 

. . CONNECTOR, CONVAIR 92-50291-004 -V7I468- 

1 


1 

-355 

22-64921 

„ HARNESS ASSEMBLY, PYLON 2 EXHAUST GAS 

1 


1 



TEMPERATURE FIREWALL DISCONNECT 






TO REAR SPAR 





CA00KE12S3P 

. , CONNECTOR, CONVAIR 92-50291-007 -V71468- 

1 


1 


AN554S-8 

„ . TERMINAL, CONVAIR 98-90819-008 

1 


1 


AN554B—7 

. . TERMINAL, CONVAIR 9B-90B19-007 

1 


1 

-856 

22-64944 

. HARNESS ASSLMBLY, PYLON 2 HYDRAULIC 

1 


1 



PRESSURE SWITCH TO RCAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


1 


EX06-I4S7S 

. . CONNECTOR, CONVAIR 92-40332-006 -V7146B- 

I 


1 


36)53 

. . TERMINAL, CONVAIR 98-90805-003 -VQ0779- 

1 


1 


031-0550-000 

. . CONTACT, CONVAIR 92-63901-009 -V7146B- 

1 


3 

-857 

22-64962-1 

. HARNESS ASSEMBLY, PYLON 2 FIRE DETECTOR 

1 


1 



FIREWALL TO SPLICE 





35303-2 

. . FITTING, END MFR TO SPEC 

1 


1 



CONT 22-02427-16 -V73168- 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


2 


CA00KE14S55 

. . CONNECTOR, CONVAIR 92-50291-006 -V71468- 

1 


1 



B AIRPLANES 1 AND 7 THRU 10 
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CONVAIR 88’ 


ELECTRICAL HARNESSES 
POD AND PYLON 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLE 

FROM 

TO 

2 -858 

22-64951-1 

. HARNESS ASSEMBLY* PYLON 2 REFUEL 

c 


1 



DEFUEL DISCONNECT TO PANEL 





22-64951 

. HARNESS ASSEMBLY, PYLON 2 REFUEL 

2 

7 

1 



UEFUcL DISCONNECT TO PANEL 





36157 

. . TERMINAL, CONVAIR 98-90805-008 -V00779- 

1 


3 


36149 

. - TERMINAL, CONVAIR 90-90805-027 -V00779- 

1 


14 


36153 

. . TERMINAL, CONVAIR 98-90805-027 -V00779- 

1 


2 


165-10-1000 

. . CONNECTOR, CONVAIR 92-400S8-01S -V02660- 

1 


2 


CT06E28-2S 

. . CONNECTOR, CONVAIR 92-40334-010 -V71468- 

1 


1 

-859 

22-64929-1 

. HARNESS ASSEMBLY, PYLON 2 FIRL 

1 


1 



EXTINGUISHER AND DETECTOR CONTROL 






UNIT TO PYLON DISCONNECT 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


2 


S0-1014-4309 

. . SOCKET, CONVAIR 98-24506-006 -V00614- 

1 


2 


CA06KE1452S 

. . CONNECTOR, CONVAIR 92-40327-004 -V71460- 

1 


2 


CA06KE22-19P 

. . CONNECTOR, CONVAIR 92-40327-010 -V71468- 

1 


1 


CA06KtI0S2S 

. * CONNECTOR, CONVAIR 92-40327-016 -V71468- 

1 


2 


EX06-10SL4S 

. . CONNECTOR, CONVAIR 92-40332-002 -V71460- 

1 


1 


320551 

. . TERMINAL, CONVAIR 9B-90305-02B -V00779- 

1 


2 


320552 

• • TERMINAL, CONVAIR 98-90805-026 -V00779- 

1 


9 


031-0550-000 

. . CONTACT, CONVAIR 92-63901-009 -V7146B- 

1 


2 


320562 

. • SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


3 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V00779- 

1 


4 


22-61342-279 

. * NAMEPLATE, OVERHEAT TEST REC 

1 


1 


22-61342-261 

. . NAMEPLATE, FIRE TEST REC 

1 


l 

-860 

22-65507-3 

. HARNESS ASSEMBLY, POO 2 NOSE COWL 

D 


1 



EQUIPMENT TO ENGINE DISCONNECT 





22-65507 

. HARNESS ASSEMBLY, POD 2 NOSE COWL 

2 

7 

1 



EQUIPMENT TO ENGINE DISCONNECT 





22-65507-801 

• HARNESS ASSEMBLY, POD 2 NOSE COWL 

11 


1 



EQUIPMENT TO ENGINE DISCONNECT 





CT00E24-21P 

• * CONNECTOR, CONVAIR 92-50293-016 -V7I468- 

1 


1 


EX06-10SL3S 

. . CONNECTOR, CONVAIR 92-40332-001 -V71468- 

1 


1 


EX06-12S3S 

. . CONNECTOR, CONVAIR 92-40332-003 -V71466- 

1 


1 


EX06—10SL4S 

. • CONNECTOR, CONVAIR 92-40332-002 -V7]46B- 

1 


2 


031-0614-000 

• . CONTACT, CONVAIR 92-63901-011 -V7146B- 

1 


9 


320562 

. . SPLICfc, CONVAIR 98-34001—001 -V00779- 

1 


l 



C AIRPLANES 1, 8 AND ON 






D AIRPLANES 1 AND 3 THRU 10 
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ELECTRICAL HARNESSES 
PODrAND PYLON 


convair 88: 


ILLUSTRATED PARTS CATALOG 
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FIGURE 2 (SHEET 2 OF 2) 
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CONVAIR S3] 


ELECTRICAL HARNESSES 
POD AND PYLON 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AMO 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

12 3 2 5 6 

USAGE 

CODE 

UNIT* 

PER 

ASSEMBLY 

FROM 

TO 

2 


POD AND PYLON 2 ELECTRICAL HARNESSES 

1 


REF 

-844 

22-64901 

. HARNESS ASSEMBLY, PYLON 2 A C GENERATOR 

1 


1 



FIREWALL DISCONNECT TO REAR SPAR 





AN3057-20A 

. . ADAPTER 

1 


1 


YAEV6C-6 

• . TERMINAL, CONVAIR 90-90806-006 -V09922- 

1 


1 


FW0Q-32-17A 

. . CONNECTOR, CONVAIR 9P-50292-004 -V71468- 

1 


1 

-845 

22-64917 

. HARNESS ASSEMBLY, PYLON 2 OIL QUANTITY 

1 


1 



FIREWALL DISCONNECT TO REAR SPAR 





1-817-1 

. . PLUG, CONVAIR 92-47000-020 -V95712- 

1 


1 


CA00KE12S3S 

. „ CONNECTOR, CONVAIR 92-50291-008 -V71460- 

1 


1 

—B46 

22-64931 

. HARNESS ASSEMBLY, PYLON 2 FIRE EXTINGUISHER 

1 


1 



AND DETECTOR DISCONNECT TO RLAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


2 


320559 

. . SPLICE, CONVAIR 98-34001-003 -V0U779- 

1 


4 


CA0UKE22-19S 

. . CONNECTOR, CONVAIR 92-50291-005 -V71468- 

1 


1 

-847 

22-64925 

. HARNESS ASSEMBLY, PYLON 2 REFUEL DEFUEL 

1 


1 



PANEL DISCONNECT TO REAR SPAR 





CT0QE—28-2P 

. . CONNECTOR, CONVAIR 92-50293-004 -V7I468- 

1 


1 

—84B 

22-64935-1 

. HARNESS ASSEMBLY, PYLON 2 HYDRAULIC 

A 


l 



VALVE TO RcAR SPAR 





22-64935 

. HARNE5S ASSEMBLY, PYLON 2 HYDRAULIC 

2 

6 

1 



VALVE TO REAR SPAR 





225-0017-000 

• • PLUG, CONVAIR 96-91200-007 -V71468- 

1 


2 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


6 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


PT06E10—6S 

. . CONNECTOR, CONVAIR 92-40325-008 -V06340- 

1 


1 

-849 

22-64940 

• HARNESS ASSEMBLY, PYLON 2 BLEED AIR VALVE 

1 


1 



FIREWALL DISCONNECT TO REAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7I468- 

1 


2 


CA06KE14S2S 

. . CONNECTOR, CONVAIR 92-40327-004 -V71468- 

1 


1 

-850 

22-64930-1 

. HARNESS ASSEMBLY, PYLON 2 BLEED AIR VALVE 

1 


1 



TO FIREWALL DISCONNECT 





AN3057-4A 

. . ADAPTER 

1 


1 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


2 


CA3108KE105L4S 

. . PLUG, CONVAIR 92-40341-007 -V71468- 

1 


1 


320574 

. . TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


CA00KE14S2P 

. . CONNECTOR, CONVAIR 92-50291-001 -V71468- 

1 


1 


EX06-12S3S 

. . CONNECTOR, CONVAIR 92-40332-003 -V7146B- 

1 


1 

-851 

22-64946 

. HARNESS ASSEMBLY, PYLON 2 FUEL SHUTOFF 

1 


1 



VALVE TO REAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146Q- 

1 


1 


CA06KE14S5S 

. . CONNECTOR, CONVAIR 92-40327-001 -V7146B- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 



A AIRPLANES 1, 7 AND ON 
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ELECTRICAL HARNESSES 
POD AND PYLON 


c 


c 


if 

Nw 


C O N V A I R 


ILLUSTRATED PARTS CATALOG 



FIGURE 

AND 

INDEX NO. 

PART NUMBER 

VlAUCkl/^t ATIIDC 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

NOMENCLATUR c 

12 3 4 5 6 

FROM 

TO 

3 -869 

22-64906-1 

. HARNESS ASSEMBLY, PYLON 3 MISCELLANEOUS 1 

B 


1 



FIREWALL DISCONNECT TO REAR SPAR 





22-64906 

. HARNESS ASSEMBLY, PYLON 3 MISCELLANEOUS 1 

2 

6 

1 



FIREWALL DISCONNECT TO REA* SPAR 





22-64906-3 

. HARNESS ASSEMBLY, PYLON 3 MISCELLANEOUS I 

11 


1 



FIREWALL DISCONNECT TO REAR SPAR 





AN3057-16A 

. . adapter 

1 


1 


320567 

. . SPLICE, CONVAIR 98-34001-001 -V7146B- 

1 


1 


FWOO-23-21P 

. . CONNECTOR, CONVAIR 92-50292-002 -V71468- 

1 


1 

-870 

22-64954 

. HARNESS ASSEMBLY, PYLON 3 MISCELLANEOUS 2 

1 


1 



FIREWALL DISCONNECT TO REAR SPAR 





AN30S7-16A 

. . ADAPTER 

1 


1 


FW00-24—2lp 

* . CONNECTORt CONVAIR 92-50292-001 -V71460- 

1 


1 

-871 

22-64914 

. HARNESS ASSEMBLY, PYLON 3 MISCELLANEOUS 3 

1 


1 



FIREWALL DISCONNECT TO REAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


8 


CA00KC2B—12P 

. . CONNECTOR, CONVAIR 92-50291-004 -V7146B- 

1 


1 

-B72 

22-64922 

. HARNESS ASSEMBLY, PYLON 3 EXHAUST GAS 

1 


1 



TEMPERATURE FIREWALL DISCONNECT TO 






REAR SPAR 





CA00KE12S3P 

- * CONNECTOR* CONVAIR 92-50291-007 -V7146B- 

1 


1 


AN5S4B-B 

. . TERMINAL, CONVAIR 98-90BI9-00R 

1 


1 


ANS540-7 

. . TERMINAL, CONVAIR 98-90B19-007 

1 


1 

-B73 

22-64945 

. HARNESS ASSEMBLY, PYLON 3 HYDRAULIC 

1 


1 



PRESSURE SWITCH TO REAR SPAR 





225-0017-000 

. • PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


1 


EX06-14S7S 

. . CONNECTOR, CONVAIR 92-40332-006 -V71468- 

1 


1 


36153 

. . TERMINAL, CONVAIR 98-90805-003 -V00779- 

1 


1 


031-0550-000 

. . CONTACT, CONVAIR 92-63901-009 -VQ0779- 

1 


3 

-074 

22-64963-1 

. HARNESS ASSEMBLY, PYLON 3 FIRE DETECTOR 

1 


1 



FIREWALL TO SPLICE 





35303-2 

. . FITTING, END HFR TO SPEC 

1 


1 



CONT 22-02427-16 -V7316B- 





225-0017-000 

. . PLUG, CONVAIR 92-50291-006 -V7146B- 

1 


2 


CA00KE14S5S 

. . CONNECTOR, CONVAIR 92-50291-006 -V7146B- 

1 


1 



B AIRPLANES 1 AND 7 THRU 10 





Feb. 

C-2 
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C O N V A I R 88' 


ELECTRICAL HARNESSES 
POD AND PYLON 


ILLUSTRATED PARTS CATALOG 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

3 -075 

22-64951-1 

. HARNESS ASStMBLY, PYLON 3 REFULL 

C 


1 



HtFUEL DISCONNECT TO PANEL 





22-64951 

. HARNESS ASSEMBLY, PYLON 3 REFUEL 

2 

7 

1 



DEFUEL DISCONNECT TD PANEL 





36157 

. . TERMINAL, CONVAIR 96-9OB05-0OB -V00779- 

1 


3 


36149 

. . TERMINAL, CONVAIR 9B-90B05-027 -V00779- 

1 


14 


36153 

. - TERMINAL, CONVAU 90-90005-003 -V00779- 

1 


2 


165-10-1000 

. . CONNECTOR, 92-40058-015 -902660- 

1 


2 


CT06F28-2S 

. . CONNECTOR, CONVAIR 92-40334-010 -V71460- 

1 


1 

-376 

22-64929-811 

. HARNESS ASSEMBLY, PYLON 3 FIRE 

1 


l 



EXTINGUISH!:* AND DETECTOR CONTROL 






UNIT TO PYLON DISCONNECT 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


2 


SO-1014-4309 

. . SOCKET, CONVAIR 98-24506-006 -V006I4- 

1 


2 


CA06KE14S2S 

* . CONNECTOR, CONVAIR 92-40327-004 -V7I460- 

1 


2 


CA06KE22-19P 

. . CONNECTOR, CONVAIR 92-40327-010 -V71468- 

1 


1 


CA06KE10S25 

. . CONNECTOR, CONVAIR 92-40327-016 -V7146B- 

1 


2 


hX06—10SL4S 

. . CONNECTOR, CONVAIR 92-40332-002 -V71468- 

1 


1 


320551 

. . TERMINAL, CONVAIR 98-90805-028 -V00779- 

1 


2 


320552 

. „ TERMINAL, CONVAIR 9B-9OBO5-O20 -V00779- 

1 


9 


031-0550-000 

. . CONTACT, CONVAIR 92-63901-009 -V71468- 

1 


2 


320562 

* . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


3 


320559 

. . SPLICL, CONVAIR 98-34001-003 -V00779- 

1 


4 


22-61342-279 

. . NAMEPLATE, OVERHEAT TeST RtC 

1 


1 


22-61342-201 

. . NAMEPLATL, FIRE TEST REC 

1 


1 

-077 

22-64966 

. HARNESS ASSEMBLY, PYLON 3 FIRL 

1 


l 



EXTINGUISHER GAGE TO DISCONNECT 





031-0614-000 

. . CONTACT, CONVAIR 92-63901-011 -V7146B- 

1 


4 


EX06-10SL4S 

. . CONNECTOR, CONVAIR 92-40332-002 -V7146B- 

1 


2 

-B7B 

22-65507-3 

. HARNESS ASSEMBLY, POD 3 NOSE COWL 

D 


i 



EQUIPMENT TO ENGINE DISCONNECT 





22-65507 

. HARNESS ASSEMBLY, POD 3 NOSE COWL 

2 

7 

i 



EQUIPMENT TO ENGINE DISCONNECT 





22—65507-B01 

. HARNESS ASSEMBLY, POD 3 NOSE COWL 

11 


i 



EQUIPMENT TO ENGINE DISCONNECT 





CT00E24-21P 

. . CONNECTOR, CONVAIR 92-50293-016 -V71468- 

1 


\ 


EXQ6-10SL3S 

. . CONNECTOR, CONVAIR 92-40332-001 -V71468- 

1 


i 


EX06-12SL35 

. . CONNECTOR, CONVAIR 92-40332-003 -V7146B- 

1 


i 


LX06-10SL4S 

. . CONNECTOR, CONVAIR 92-40332-002 -V71468- 

1 


2 


031-0614-000 

. . CONTACT, CONVAIR 92-63901-011 -V71468- 

1 


9 


320562 

. . SPLICE, CONVAIR 98-34001-001 -V00779- 

1 


1 



C AIRPLANES 1, 8 AND ON 






D AIRPLANES 1 AND 8 THRU 10 
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POD AND PYLON 4 ELECTRICAL HARNESSES 
FIGURE 4 (SHEET 1 OF 2) 
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POD AND PYLON 4 ELECTRICAL HARNESSES 
FIGURE 4 (SHEET 2 OF 2) 
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CON V AIR 


ILLUSTRATED PARTS CATALOG 



ELECTRICAL HARNESSES 
POD AND PYLON 


FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

PER 

ASSEMBLY 

FROM 

TO 

4 


POD AND PYLON 4 ELECTRICAL HARNESSES 

1 


RLF 

-879 

22-64903 

. HARNESS ASSEMBLY, PYLON 4 AC GENEAATOFt 

1 


1 



FIREWALL DISCONNECT TO REAR SPAR 





AN30S7-20A 

* - AOAPTER 

1 


1 


YAEV6CL 

. . TERMINAL, CONVA1R 98-90B06-006 *909922- 

1 


1 


FW00-32-17P 

. . CONNECTOR. CONVAIR 92-50292-004 -971648- 

1 


1 

-080 

22-64919 

• HARNESS AS5EM3LY, PYLON 4 OIL UUANTITY 

1 


1 



FIREWALL DISCONNECT TO REAR SPAR 





1-817-1 

. . PLUGt CONVAIR 92-47000-020 -V95712- 

1 


1 


CA00KE12S3S 

. . CONNECTOR. CONVAIR 92-50291-003 -V71648- 

1 


1 

-081 

22-64933 

. HARNESS ASSEMBLY, PYLON 4 FIRE 

1 


1 



EXTINGUISHER AND DETECTOR PYLON 






DISCONNECT TO REAR SPAR 





225-0017-000 

. . PLUG. CONVAIR 96-91200-007 -V7I468- 

1 


2 


CA00KE22—19S 

* - CONNECTOR, CONVAIR 92-50291-005 -V71460- 

1 


1 


320559 

. . SPLICE, CON9AIR 96-34001-003 -900779- 

1 


4 


22-64937-1 

. HARNESS ASSEMBLY, PYLON 4 HYDRAULIC VALVE 

A 


l 



TO REAR SPAR 





22-64937 

. HARNESS ASSEMBLY, PYLON 4 HYDRAULIC 9AL9E 

2 

6 

1 



TO REAR SPAR 





225-0017-000 

. . PLUG, CON9AIR 96-91200-007 *971468** 

1 


2 


PT06E10-6S 

. * CONNECTOR, CONVAIR 92-40325-008 -V06610- 

1 


1 


36153 

. . TERMINALS, CON9AIR 93-90805-003 -900779- 

1 


1 


320562 

. . SPLICE, CONVAIR 98-34001-001 -900779- 

I 


3 

-883 

22-64942 

* HARNESS ASSEMBLY, PYLON 4 0LEEO AIK VALVE 

1 


1 



FIREWALL DISCONNECT 10 REAR SPAR 





225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71469- 

1 


2 


CA0KE1452S 

* • CONNECTOR, CONVAIR 92-40327-004 -V7146B- 

1 


1 

-884 

22-64938-1 

* HARNESS ASSEMBLY, PYLON 4 rlLEED AIR VALVE 

1 


1 



TO FIREWALL DISCONNECT 





HS3057-4A 

. „ ADAPTER 

1 


t 


225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V7146B- 

1 


2 


CA31OBKE10SL4S 

. . PLUG, CONVAIR 92-40341-007 -V71460- 

1 


1 


320574 

. * TERMINAL, CONVAIR 98-90805-010 -V00779- 

1 


1 


36153 

• . TERMINAL, CONVAIR 98-90505-003 -V00779- 

1 


1 


CA00KE14S2P 

• . CONNECTOR, CONVAIR 92-50291-001 -V71460- 

1 


1 


EX06-12S3S 

. . CONNECTOR, CONVAIR 92-40332-003 

1 


1 

-885 

22-64950 

* HARNESS ASSEMBLY, PYLON 4 FUEL SHUTOFF 

1 


1 



VALVE TO REAR SPAR 





225-0017-000 

• . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


1 


CA06KE1455S 

. * CONNECTOR, CONVAIR 92-40327-001 -V71468- 

1 


1 


36153 

* . TERMINAL, CONVAIR 98-90B0S-003 -V7146B- 

1 


1 



A AIRPLANES 1, 7 AND ON 
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ELECTRICAL HARNESSES 
POD AND PYLON 


CONVAIR 


ILLUSTRATED PARTS CATALOG 





FIGURE 

AND 

INDEX NO. 

PART NUMBER 

NOMENCLATURE 

1 2 3 4 5 6 

USAGE 

CODE 

UNITS 

FROM 

TO 

PER 

ASSEMBLY 


4 -886 

22-64907-1 

. HARNESS ASSEMBLY. PYLON 4 MISCELLANEOUS 1 

B 


1 




FIREWALL DISCONNECT TO REAR SPAR 






22-64907 

. HARNESS ASSEMBLY. PYLON 4 MISCELLANEOUS I 

2 

6 

1 




FIREWALL DISCONNECT TO KcAR SPAR 






22-64907-3 

HARNESS ASSEMBLY, PYLON 4 MISCELLAN60US l 

11 


1 




FIREWALL DISCONNECT TO REAR SPAR 






AN3057-16A 

- . ADAPTER 

1 


1 



FW00-28-21P 

. . CONNECTOR, CONVAIR 92-50292-002 -V71468- 

1 


1 



320570 

. . SPLICE, CONVAIR 98-34001-002 -V00779- 

1 


1 


-807 

22-64955 

* HARNESS ASSEMBLY, PYLON 4 MISCELLANEOUS 2 

l 


l 




FIREWALL DISCONNECT TO REAR SPAR 






AN30S7-16A 

• . ADAPTER 

1 


l 



FW00-24-2IP 

. . CONNECTOR. CONVAIR 98-50292-001 -V7146B- 

1 


1 


-088 

22-64915 

. HARNESS ASSEMBLY, PYLON 4 MISCELLANEOUS 3 

1 


1 




FIREWALL DISCONNECT TO REAR SPAR 






225-0017-000 

. . PLUG, CONVAIR 96-91200-007 -V71468- 

1 


8 



CAOOKE20-12P 

. . CONNECTOR. CONVAIR 92-50291-004 -V71468- 

1 


l 


-889 

22-64923 

. HARNESS ASSEMBLY, PYLON 4 EXHAUST GAS 

1 


1 




TEMPERATURE FIREWALL DISCONNECT TO 







REAR SPAR 






CA00KE12SJP 

. . CONNECTOR, CONVAIR 92-50291-007 -V71468- 

1 


1 



AN5548-8 

. . TERMINAL, CONVAIR 98-90819-008 

1 


1 



AN554B-7 

. . TERMINAL, CONVAIR 98-90819-007 

1 


1 


-B90 

22-64946 

. HARNESS ASSEMBLY, PYLON 4 HYDRAULIC 

1 


1 




PRESSURE SWITCH TO REAR SPAR 






225-0017-000 

* . PLUG, CONVAIR 96-91200-007 -V71460- 

1 


1 



EX06-14S7S 

* * CONNECTOR, CONVAIR 92-40332-006 -V7I46B- 

1 


1 



36153 

• . TERMINAL, CONVAIR 9B-90R05-003 -V00729- 

1 


1 



031-0550-000 

- - CONTACT, CONVAIR 92-63901-009 -V71468- 

1 


3 


-891 

22-64964-1 

- HARNESS ASSEMBLY, PYLON 4 FIRE DETECTOR 

1 


1 




FIREWALL TO SPLICE 




p A-, 


35303-2 

* . FITTING, END MFR TO SPEC CONT 22-02427-16 

1 


1 




-V73168- 






225-0017-000 

• , PLUG, CONVAIR 96-91200-007 -V71468- 

1 


2 



CA00KE14555 

. . CONNECTOR, CONVAIR 92-50291-006 -V71468- 

1 


1 




B AIRPLANES 1 AND 7 THRU 10 
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CON VAIR 


ILLUSTRATED PARTS CATALOG 



ELECTRICAL HARNESSES 
POD AND PYLON 


J 


3 


FIGURE 

AND 

INDEX NO. 


4 -892 


-893 


-894 


PART NUMBER 


22-64929-809 


HS3100RI05L4P 

225-0017-000 

S0-1015-4309 

CA06KE1452S 

CA06KE22-19P 

CA06KE10S2S 

320551 

320552 

031-0550-000 

320562 

320559 

22-61342-279 

22-61342-181 

22-64966 

EX06-10SL4S 

031-0550-000 

22-65507-3 

22-65507 

22-65507-301 

CTO0E24-21P 

EX06-10SL3S 

EX06-12S3S 

EX06-10SL4S 

031-0614-000 

320562 


NOMENCLATURE 


1 2 3 4 5 6 


HARNESS ASSEMBLY, PYLON 4 FIRE EXTINGUISHER 
AND DETECTOR CONTROL UNIT TO 
PYLON DISCONNECT 
. RECEPTACLE 

. PLUG, CONVAIR 96-91200-007 -V7I46B- 
. SOCKET, CONVAIR 98-24506-006 -V00614- 
. CONNECTOR, CONVAIR 92-40327-004 -V71468- 
. CONNECTOR, CONVAIR 92-40327-010 -V71468- 
. CONNECTOR, CONVAIR 92-40327-016 -V7146B- 
. TERMINAL, CONVAIR 98-90805-002 -V00779- 
. TERMINAL, CONVAIR 98-90B05-026 -V00779- 
. CONTACT, CONVAIR 92-63901-009 -V71468- 
. SPLICE, CONVAIR 9B-34001-001 -V00779- 
. SPLICE, CONVAIR 98-34001-003 -V00779- 
. NAMEPLATE, OVERHEAT TEST REC 
. NAMEPLATE, FIRE TES REC 

HARNESS ASSEMBLY, PYLON 4 FIRE EXTINGUISHER 
GAGE TO DISCONNECT 

. CONNECTOR, CONVAIR 92-40332-002 -V71468- 
. CONTACT, CONVAIR 92-63901-011 -V7146B- 
HARNESS ASSEMBLY, POD 4 NOSE COWL EQUIPMENT 
TO ENGINE DISCONNECT 

HARNESS ASSEMBLY, POD 4 NOSE COWL EQUIPMENT 
TO ENGINE DISCONNECT 

HARNESS ASSEMBLY, POD 4 NOSE COWL EQUIPMENT 
TO ENGINE DISCONNECT 

. CONNECTOR, CONVAIR 92-50293-016 -V7146B- 
. CONNECTOR, CONVAIR 92-40332-001 -V71468- 
CONVAIR 92-40332-003 -V7146B- 
CONVAIR 92-40332-002 -V7146B- 
CONNECTOR, CONVAIR 92-65901-011 -V71468- 
SPLICE, CONVAIR 98-34001-001 -V00779- 


CONNECTOR, 

CONNECTOR, 


C AIRPLANES 1 AND 8 THRU 10 
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USAGE 

CODE 


FROM 


C 

2 

n 


TO 


UNITS 

PER 

ASSEMBLY 


1 


1 

2 

2 

2 

1 

2 

2 

9 

2 

5 

4 

1 

1 

1 

2 

4 

1 


r 

























